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A Spike in the Cofhn ot the Mail 
Order House 


Next week the National Committee of the Confed- 
erated Supply Associations and the Central Supply As- 
sociation meet in Chicago. 

This meeting will be of unusual importance to the 
trade at large, as the National Committee will probably 
be in a position to state positively concerning the 
“trade mark,” its limitations and legal use and under 
what conditions they will license manufacturers to 
employ it as a mark of quality and standardization of 
their goods. 


“Domestic Engineering” has fought for the uplifting 
of the trade, the banishment of skin goods and a more 
upright and conciliatory attitude toward the public, 
which, in the end, foots the bills. 

We have pointed out many ways in which evils now 
existing might be minimized, if not entirely eradicated, 
and are proud to notice a far healthier outlook, better 
feeling and tendency to check the downward course 
on the part of the entire trade. 

Doubting Thomases were quite plentiful at the open- 
ing of our campaign for the uplifting of the morale of 
the trade, but they are now in a microscopical minority. 

Every man knows that “honesty is the best policy.” 
In fact he knows it is the only policy that will win in 
the end. A dishonest transaction may seemingly win 
for the moment but it will ultimately lose. 

The man who has skinned his goods of quality and 
adroitly covered up or varnished over his deceptive 
wares so as to fool his neighbor, now sees the hand- 
writing on the wall. He has helped to debauch the 
public until the latter has turned and demands revenge. 
It is up to him now to make reparation if he expects 
public consumption of his goods. 


The mail order houses will watch movements at these 
meetings with unusual keenness. They know that the 
promulgation of that “trade mark” by the National 
Committee, which stands for quality, as exemplified in 
goods made according to specifications, means a death 
dealing spike driven into their coffins with a vengeance 
born of indignation. 

The mail order house knows its very existence de- 
pends upon the price system for maintenance. It must 
secure goods so rotten in their make-up that they can 
hold out such goods as an alluring bait to the public 
because they are cheaper than the good goods carried 
by the well regulated jobbing house. 

No manufacturer can market his goods so much 
cheaper than a competitor unless he resorts to dis- 
honesty in their manufacture, or is, through some appa- 
tently superhuman device, enabled to cut down manu- 


facturing expense much below others’ good practice. 
In the latter case he will soon find other competitors 
in the field, as no man has yet been discovered with a 
monopoly of the brain power of the land. 

This “trade mark” will act as a conservator of public 
health. Its use under rigid inspection by the National 
Committee will serve as a notification to boards of 
health and plumbing inspectors that such goods are of 
standard quality, weight, size, interior dimensions and 
according to the most approved and devised specifica- 
tions to ensure the public against fraud and violations 
of the laws framed for the preservation of the health 
of the community. 

Honestly, men, is not this a step in the right direc- 
tion ? 
lous in our desire to make this country lead every 


In this day of assimilation can we be too scrupu- 


country on the face of the globe in its adherence to 
proper sanitation and laws that make for the better 
preservation of mankind? Can we condemn too se- 
verely the man who will place on the market an article 
sanitary science tells us is entirely inadequate to per- 
form its office? Yet these iniquitous devices are si- 
lently working to undermine confidence in sanitary 
plumbing, and are being sent out by mail order houses 
because the price system works for them so they can 
sell them $2 or $3 cheaper than the well and properly 
made article. 

The public, generally speaking, knows nothing about 
what constitutes proper regulations in these things, and 
as defects are invariably hidden from view, accepts 
them because they have been installed under the 
euphonious and misleading insinuation of 
good.” 

The Committee so far has sanctioned and com 
mended the regulation of soil pipe and fittings, lead 
goods and range boilers. One at a time each line 


“just as 


should be classified and proper specifications adopted 
so that the manufacturer who is willing to place on 
the market goods of such quality may add to his fame 
as maker of such goods the approval of the National 
Committee as signified by the “trade mark.” 

The standardization of goods is nothing new. It 
has been in vogue for years in isolated cases. You can 
possibly remember years ago when each manufacturer 
of pipe and fittings had his own thread and taper. This 
produced endless confusion and a great waste of money 
on the part of the consumer. In due time this was 
regulated by a meeting of the manufacturers and an 
agreement to standardize the thread and taper by hav- 
ing so many threads to the inch and a given taper. 
At present all manufacturers of wrought iron pipe and 
cast goods with screw thread use the same number of 
threads and the same taper, so that they are inter- 


(Concluded on page 111) 
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Water heaters are made of cast iron and of steel, 
and in capacities ranging from 50 to 600 gallons 
per hour. Larger sectional heaters are made with 
capacities up to several thousand gallons of water 
per hour. Water heaters are also made for hand- 
feed and for magazine feed. The one shown in the 
illustration is a magazine feed heater. The magazine 
feeding apparatus consists simply of a tube or coal 
chute in the center of the heater which will hold 
several hours supply of coal, which is automatically 
fed to the fire as required. A magazine fed heater 
can be converted into a hand fed heater by re- 
moving the magazine, but conversely, a hand fed 
heater cannot be converted into a magazine fed 
heater, because no provision is made for a magazine 
in the hand fed types. 


The connections to water heaters vary in size 
according to the capacity of the heater. Heaters 
having capacities of 50 gallons per hour usually 
have 114-inch connections. Those having 100 gal- 
lons capacity have 11-inch connections, and heaters 
of 150 gallons capacity have 2-inch connections. 


The quantity of water that can be heated by a 
water heater depends on the area of the grate sur- 
face. It is commonly accepted in practice that one 
square foot of grate surface will heat from 35 
to 40 U. 5. gallons of water per hour from or- 
dinary temperature to about 200° Fahrenheit. So 
this will be found a safg allowance for ordinary 
purposes when the amount of hot water required 
is known. It might be well to add, in passing, 
that a water heater to give good service, should 
have a good, well proportioned flue. There is an 
intimate relation between the size or area of grate 
in a water heater and the area of smoke flue to 
which the heater is connected, and unless this rela- 
tion is maintained and the two proportioned to each 
other, although the heater is otherwise rightly pro- 
portioned, it will not give the degree of satisfaction 
that might be expected. If the smoke flue is small, 
crooked and rough inside, the draft will be checked 





*Previous installments in this series of articles were 
published March 7 and 21, April 4 and 18, May 2 and 16. 
July 11. August 15 and 29 and October 3. These back 
numbers can be obtained for 10 cents a copy. 
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and less air will be brought in contact with the 
fuel than would be the case if the flue were large, 
straight and smooth inside. In operating the heater 
there will likewise be a marked difference. With 
a good smoke flue the fire will respond readily to 
the manipulation of the drafts, springing up and 
burning brightly as soon as they are opened, while 
with a small flue, the fire at its best will be sluggish. 
In practice it is customary to allow for smoke flue 
one-eighth of the sectional area of the grate sur- 
face. That would be equal to 18 square inches 
area in the smoke flue for each square foot of grate 
surface. 

Having provided a good smoke flue for the 
water heater, no other smoke pipes should be per- 
mitted to connect to it, nor should other openings 
to the flue be allowed. Two fires on one smoke 
flue will spoil the draft so that neither fire will be 
satisfactory. 


GARBAGE BURNING WATER HEATERS. 


In .many institutions like asylums, 
hospitals and sanitariums there is an accumulation 
of combustible materi- 
als which must be dis- 
posed of, as well as a 


poor farms, 


——— — 
\ 





greater or less amount 
of garbage, in the 
shape of refuse of 
vegetables _ prepared 
for meals, which 
would become a nuis- 
ance if not cared for 
in a sanitary manner. 
In such institutions 
there generally is 
plenty of help to look 
after fires, and gar- 
bage burning water 
heaters may be used 
for heating water, us- 
ing combustible mate- 
rials like paper and 
scraps of wood for fuel, and consuming the gar- 
bage from the institution at the same time. In case 
it is desired to dispose of papers and other com- 
bustible materials otherwise, coal may be used for 
fuel in the garbage burning heater, the same as in an 
ordinary water heater. A garbage burning heater is 
shown in Fig. 14. It differs from an ordinary water 
heater principally in having a shelf made of pipe 
through which water circulates and on which 
garbage may be dumped to dry out and be burned. 


coils, 


(To be continued. All rights of republication reserved.) 





District Heating in Buildings 
By THomas Tait, MemBER A. S. H. V. E. 

District steam heating is growing rapidly, and 
the relative economy obtained by the users in get- 
ting the steam from one central plant is being uni- 
versally recognized, as is illustrated by the large 
number of district heating plants which have been 
placed in operation in different parts of the country 
in the last few years. The use of steam from a cen- 
tral heating plant obviates the inconvenience of car- 
ing for the boiler, and does away with the dust and 
dirt which necessarily go with the use of a boiler. 

The following sketches show a typical installa- 
tion of this system of heating. The piping and 
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To illustrate the above table let us take a build- 
ing which has 5,000 square feet of direct radiation, 
which is to be heated with steam at 2 Ib. pressure, 
and the service 200 feet long. 


The pressure carried in the street mains will be 
reduced in the service main where it enters the 
building, by the use of any reliable reducing valve. 
These are the conditions the service pipe will 
have to be found for. By referring to Table ] we 
see that for steam at 2 lb. pressure and service 200 
feet long the factor will be .00516. Multiplying the 
5,000 sq. ft. of surface by this factor we have 


5,000 X .00516=2 5.8 Sq. 


A 


inches in area. 


The area of a 5S-inch pipe being 19.635 sq. 
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Fig. 1. Typical District Steam installation. 


radiation is similar to that for a low pressure grav- 
itv job, but the condensation is wasted to the sewer 
or some other source, after having passed through 
a steam trap, which in turn passes the condensation 
through cooling or economizing coils. The piping, 
as stated above, being similar to that of a low pres- 
sure gravity system, the next thing is to find the 
proper size service pipe to bring the steam from the 
main in the street, and the following table has 
been prepared for this purpose. The cooling coils 
act as indirect radiators, and by utilizing the heat 
remaining in the water, reduces the temperature to 
a degree where it can be safely discharged to the 
sewer without danger tc same. 

TABee I. 
Factors for Areas of Distributing Mains or Services 


in Square Inches. 


Length of Distributing ory or eee in Feet. 
100’ 200’ 400’ 00’ 1000’ 


Gage Pressure in Mains per A PO ere ee 
¢ ib. with Paul or Wehster Systein........cccccccccecces 
sees Onn .00322 00375 .00397 00412 0092 
2 Ib EN OEE TEE ON OTE TOE Oe Tee eeT IT 
a 00516 006 .00636 .0066 .00672 
oe Se Pere re ree ere Te rT rere 
sees 003 .OC37 0045 00477 .00496 00504 
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Basement plan of piping for five story business block at Kansas City, Mo 


inches, would make this size too small, and a 6-inch 
pipe will be necessary, which has an area of 28.754 
sq. inches, and will easily take care of the stated 
conditions. For short runs from the street mains 
to buildings, where the distance is not over so feet 
and the pressure in mains is from Io Ib. to 25 Ib., 
the area of the service pipe can be found by multi- 
plying the radiating surface by Sérvice 
mains should not be less than 14%4-inch in size. For 
example, we will find the size service pipe necessary 
to supply 5,000 sq. ft. of radiation, with a run of 
50 feet from main and a pressure of 15 Ib. in same. 


OT 2. 


5,000 X .0012=6 sq. inches. 


The area of a 2'%-inch pipe being 4.805 sa. 
inches, this size would net be large enough, and a 
3-inch pipe with an area of 7.068 sq. inches will be 
required. A valve should nt placed on service nipe 
where it enters building, and in this case a reducing 
valve will be required. When the service pitches 
toward the building and rises at the entrance to 
building to overhead mains, it is necessary to place 
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a steam trap at this point to handle the condensa- 
tion from the street main in. 

Cooling coils are installed in various forms, and 
Table 2 will give the varying sizes necessary for 
varving amounts of radiation. 


TABLE 2. 
Temperature of Water For size of: Cooling Coils in Sq. 
discharged oy Trap. Feet, Multiply Radiating 
Surface by 
80 degrees .14 


190 degrees . 

120 degrees 084 
149 degrees .066 
160 degrees .05 


To illustrate this table we will find the size of 
cooling coil necessary to handle the condensation 
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Fig. 2. Showing riser details with radiator tappings for regular one-pipe 
steam system. 


Radiator Tappings One Pipe Steam 


To 2484. ft. 1 inch 
25 sq. ft. to 60 sq. ft. 1% inch 
61 $q. ft. to 100 sq. ft. 1% inch 
Above too sa. ft. 2 inch 


from 5,000 sq. ft. of radiation, the condensation of 
which is to be discharged to the sewer at a temper- 
ature of 120 degrees. 

5,000 X .084=:420 sq. ft. 

The cooling coil will contain 420 sq. ft. of sur- 
face, and can be installed as shown in Figures 3 and 
4. This can be used in hallways or in fronts ot 
stores, where direct radiation would often be found 
inconvenient to use on account of taking up valu- 
able floor space. 

The size of trap necessary to handle the conden- 
sation from varying amounts of radiation can be 
found by referring to Table 3. 


TABLE 3. 


Capacity of Steam Traps. 
Size of Trap Outlet Amount of Rad. Surface Trap will 


in inches. drain in Sq. Feet. 
Direct Indirect 
1,” 1299 80a0 
yy” 2290 1400 
_— 3400 994) 
14,” 4800 3100 
142” 5890 4400 


By referring to the above table it will be seen 
that a trap with a 14-inch outlet will be required to 


handle the condensation from 5,000 sq. ft. of radia- 
tion. One with a 1%-inch outlet might possibly 
handle it all right, but it is always best to have a 
factor of safety. 

The meters are usually furnished by the com- 
pany which furnishes the steam, and the outlet of 
the steam trap is connected to the inlet of the meter, 
after passing through the cooling coils, and the out- 
let of the meter must be carried full size to the point 
of discharge, as a reduction in size will interfere 
with the operation of same. These meters can be 
furnished with dials that show the discharge in 
cubic feet, pounds or gallons of water, as desired. 
In some cases the charge for steam is at a stated 
price per square foot of radiation for the season, in 
which case the meter can be omitted. 

This article will not touch on the subject of in- 
stalling the mains in the streets, but a future arti- 
cle may cover this point. Figure I is a basement 
plan of the piping for a five-story business block, 
but so arranged that when two additional floors are 
added there will be no changing of present piping, 
and will only require the extension of the risers and 
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Fig. 3. Showing arrangement of cooling coils. 

the added radiation. At present the tops of all ris- 
ers are plugged. As stated before, the piping is 
similar to the regular piping for a low pressure 
gravity system where a boiler is used, and each cir- 
cuit pitches toward the cooling coils, as shown in 
Figure 4, which handles one circuit. Pipe “A’”’ is 
connected in a similar manner to the other circuit, 
but only one meter is required. These cooling coils 
are placed in the basement near the entrance, and 
act as indirect radiators, as will be seen by reference 
to Figure 3, which also is intended to show the gal- 
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yvanized iron work and the manner of utilizing the 
heat remaining in the condensation from the steam, 
after it has been used in the direct radiation. 
Figure 4 illustrates the method for handling the 
condensation which collects in the steam trap and 1s 
discharged into the lower parts of the cooling coils, 
and is forced to rise before passing through meter. 
Each circuit is valved so that it works independently 
of the other. 
amount of radiation on 
tappings. By referring to Table 1 and the explana- 
tion of its application, the proper size service for 
pressures Of from under atmospheric pressure to 25 


Figure 2 shows the risers and the 
ach and size of radiator 
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How Do You Fight? 
Did you tackle that trouble that came your way 
With a resolute heart and cheerful? 
Or hide your face from the light of day 
With a 


a trouble’s a ton. or a trouble’s an ounce, 


craven soul and fearful? 

QO. 
Or a trouble 1s what you make tt, 

And it isn’t the tact that you're hurt that counts, 
But only, how did you take it? 


You Well, what of that? 


Come up with a smiling face. 


are beaten to earth? 


It’s nothing against you to fall down flat, 


there—that’s disgrace 
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Fig. 4. 


lb. pressure can be readily determined. When the 
pressure in street mains is more than it is desired to 
carry in the building a reducing valve is placed at a 
point just inside wall where service enters, as men- 
tioned above. 

To many in the trade, district steam heating 1s 
not very familiar, and to them, as well as to others 
who are familiar with the system, this article should 
be of interest, as the tables are arranged in such 
shape that they will be found useful for quick 
reference. 


In Indirect Answer. 
“Do you consider his reputation for veracity good?” 
“What’s that?” 
“Is he a man of veracity?” 
“I dunno as I ever heard him say whether he was or 
not. Anyway, I wouldn’t believe him—he’s such a dum 


liar!”’—Cleveland Plain Dealer. 


Showing typical pipe connections and method of 
coil stack connected to return and 2-inch pipe “A” similar to above. 
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handling condensation in steam trap. Other ceoling 
One meter both. 


serves 


The harder you’re thrown, why the higher you bounce; 
Be proud of your blackened eye! 

It isn’t the fact that you’re hit that counts, 
It’s how did you fight—and why? 


And though you be done to death, what then? 
If you battled the best you could, 
If you played your part in the world of men, 
Why, the critics will call it good. 
Death comes with a crawl, or comes with a pounce, 
And, whether he’s slow or spry, 
It isn’t the fact that you’re dead that counts, 
But only, how did you die? 
—Elizabeth M. Fortler in “Profitable Advertising.” 


Weary Wilkins: “Yes, mum, I had a fine, comfort- 
able home, but I lost it.” 

Mrs. Goodsole: “Poor man! How did it happen?” 

Weary Wilkins: “An engine backed up and pulled 
it away.”—Chicago News. 















































Letters trom a Retired Successtul Plumber and 
Steamfitter to His Nephew, Still in Business 
XI* 


How to HANDLE FINANCES IN THE PLUMBING AND 
STEAMFITTING [TRADES. 
Dear Jim: 

Glad to hear from you, saying that a line or two 
on the financial end of our business wouldn't go 
bad. That’s about what your letter comes to, boiled 
down; you sav you don’t know much about the “‘fin- 
ancial game.” 

Which makes me think of a yarn. 

You remember Perry Rich—“Poor” Rich, every- 
body called him—who used to hang ’round the shop 
predicting things were going to smash soon and 
hard? One day Poor was calling down harsh 
events on everybody’s head who had more’n a dol- 
lar. Said the rich had the country by the throat— 
no chance for the poor man, and all that kind of 
talk. Well, I be blamed if he didn’t talk so plaus- 
ibly and with such enthusiasm that I more than half 
believed him, until I thought of something. It was 
this: 

Some thirty years before, when Thornberg pond 





*Previous letters in this interesting and instructive 
series were published in the issues of May 23, June 6 
and 27, July 11 and 25, August 8 and 22, September 12 
and 26 and October 10. These back numbers can be 
obtained for 10 cents a copy. 









\: } 8 c 


3 an 
pg 8 mM ouk 







“Slow up, Bill! Don’t you see the sign?f”—Life. 


DOMESTIC ENGINEERING 


used to freeze over solid early in the fall and stay 
frozen till late in the spring, most every boy in town 
was on that pond early and late, skating his legs 
‘most off, except Poor. I’ve seen him standing 
on the bank and bawling like a calf which had lost 
its mother, all ‘cause he couldn’t skate. Offered to 
lend him my skates once, same as nearly every oth- 
er boy had done, but he never had learned, he said, 
and it looked hard. me , 

He just naturally didn’t want to skate bad enough 
to learn. 

So when I hear the Poor family telling that they 
don’t know anything about finance—that it’s a mil- 
lionaire’s game—I feel like saying: ‘You can’ 
finance yourself right, or your business right unless 
you want to learn how bad enough to learn.” 

When I wrote you a while ago, I said there were 
different places for you to keep your money—in the 
stock, in the bank or your pocket and in the pockets 
of your customers. The _ stotk- proposition we 
thrashed out pretty thoroughly, and I am glad to 
know that vou have a stock that is ample, and still 
bears the right proportion to your cash capital. 


Now about the bank. The banker is your best 
business friend. He is a whole army of lightning- 
rods protecting you against the lightning of fail- 
ure. If I had first choice in picking a friend in 
town, and could have my choice between an influen- 
tial contractor who was going to put up a string of 
houses and put modern plumbing and steam-heating 
in each and every one, I’d choose Mr. Banker every 
time. Yes, sir, Mr. Banker, and without a minute's 
hesitation. 

Now listen. Check off on your fingers what a 
banker does and you’ll see why I write as I do. 

A bank— 

Takes care of your money; that’s good, but not 
the important thing. 

It protects and gives you credit; now there you 
have it. 


Credit—that’s the thing. Your banker’s rating 


is what gives you that credit. A man with credit 
can do more than a man with money. And just here, 
Jim, is how it’s done. The First National Bank 
of Colton keeps $50,000 on loans. Now you, be 
ing a depositcr in that bank, are entitled to draw on 
that $50,000 just as hard as your rating entitles 
vou to. When vou need a few hundred dollars, 
you don’t have to own that money, to have worked 
hard to earn it, to have piled it up dollar by dol- 
lar; your credit entitles you to borrow it. 


Suppose that there are a hundred of you mer 
chants in Colton. You don’t all need money at the 
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same time; you don’t all need the same amounts. 
The banks get the money together for you to use; 
they determine how much you are to be trusted with, 
and, providing you ask for it, they let you have it. 

Right here I must drop into an anecdote that il- 
lustrates my point perfectly. 

Dave Gills wanted to send his boy down here to 
an engineering school, but he’d kept the boy pretty 
busy in the shop, and the lad had had to sort of 
neglect his Latin and other trimmings at high 
school, though he was as handy with tools as a man 
need be. Well, both father and son feared the en- 
trance examinations would be a little too hard. So, 
being here in the city, I went out to the school and 
talked with the dean. Told him the boy’s fix—good 
worker, ambitious, natural mechanic and all that. 
Then told him about the Latin the boy didn’t have. 

Well, there was a whole fund of information in 
what the dean said: “Send on your boy, and tell 
him we’re just as anxious to see him as he is to 
see us.” 

There it is;—just the same with your banker. 
Don’t get shaky when you need “accommodation.” 
The banker’s just as anxious to see you come bor- 
rowing as you are anxious to get the money. 

So, if you haven’t warmed up to the banker, make 
him your best business friend. Tell him just how 
you stand; how much cash you’ve got, and what 
you have out, and give him a good long notice when 
you want a loan, so that, if need be, he’ll be ready 
for you. oft 

The amount that you keep in the bank is a splen- 
did indication as to how good a business man you 
are. Remember, the bank’s the place for surplus— 
not in the stock nor in the customer’s pocket. 


When you let a man owe you over thirty days 
you're hurting yourself and hurting him. Custom 
has sort of fixed a month as the time that one man 
ought to owe another, and both of ‘em seem to get 
punished when that length of time has passed. 
When you don’t collect from a man when the money 
is due, not only are you banking in his pocket, but 
youre lending him the money for nothing, and, 
what’s worst of all, you stand in a fair way to gain 
his enmity. 

Human nature works this way: You doa mana 
job of work. He sees what you’ve done for him, the 
time you’ve spent, the expense you’ve been to. He 
is sensible of the obligation. Now, every day that 
goes by lessens that sense of obligation, until finally 
he has to justify himself for not having paid be- 
fore, which he does by claiming poor work and dam- 
age, like as not. 
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So the first rule of collecting is not really collect- 
Here it is: 

CHECK UP THE WORK! 

When a job’s done, go over it, part by part, de- 
tail by detail, and show the man who’s going to pay 
the bill just what you’ve done. He won’t be human, 
if the hours vou’ve spent and the material you've 
furnished don’t seem more to him when he figures 
it over with you than it did before. 

And he’ll get good and enthusiastic if you go at 
it in an easy, confident wav. 

Too, you’ll find at this point that you and your 
office are both fallible. 
paid short, because evervthing isn’t charged in. 
Man works half a day doing extra repairing, and 
forgets to charge his time to that job. If vou check 
the work over as soon as it’s done, you find those 
leaks before settlement is made, which puts just 
so much money in your pocket. 

Hem Green, who used to work next door at car- 
pentering, was about as careless as they get ‘em. 
Got a lot of repair work, back in ‘80, for the Hep- 


ing at all. 


Many and many a job ts 


burn boys. The Hepburn crowd always was slow 
pay and kickers; would talk for hours to save a 
cent or two. Imagine Hem’s surprise when Joe 
Hepburn dropped into the shop and asked for a 
bill. Well, Hem was so astonished, and—seeing as 
the work was done some eighteen miles out in the 
country—had to trust to his memory a great deal 
in making out the bill. Never thought he was go- 
ing to be paid then and there, which he was. Joe 
slapped down the money, got his receipt in full, and 
hadn’t more than got out of the shop before Hem 
began to remember. Had a relapse of memory sev- 
eral times a dav for weeks after; bored people tell- 
ing them about it; in fact, it got to be a gag in Col- 
ton, when some strange critter was wandering 
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Interior display of plumbing fixtures in the modernly 
equipped establishment of Benjamin Fanning, at Newark, 
N. Y. 
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‘round, that ‘‘there was something else Hem Green 
forgot to put in Joe Hepburn’s bill 

Now, having checked up the work, get your cus- 
If it’s any reason- 


’? 
. 


tomer to say when he can pay. 
able time—somewhere around the customary twelfth 
of a year, agree with him at once. Get, not his 
half-hearted promise, but his enthusiastic, definite 
assurance that on such and such a day you are to 
have vour money. 

to tell you that 
collection trou- 
going to make 
said he would; 
and be glad to 


Then, all this being done, I want 
ninety-nine and nine-tenths of your 
bles are spared you. That man is 
some sort of a settlement when he 
he’s going to live up to his word, 
do it. 

No, you may not get it all, but you'll get a good 
part of it, and can make arrangements for the bal- 
ance to be turned in at some definite time. 

Now, what about the old accounts? I can’t do 
better than tell you about what Doc Ciphers’ broth- 
er, old General Ciphers, told Jay Perry. Jay was 
fearful ’fraid of getting mixed up in “law scrapes,” 
but was keen for easy monev. A gang of confidence 
men got after Jay and not only got all the money he 
had, but got a deed to his farm. 

So Jav went to the old general and told him his 
story. General Ciphers pulled out his watch, sort 
of casual like, and said: “You gave these sharp- 
ers your money and deed to your place about 10 
o'clock dav before vesterday ?” 

“Then,” the old general said, rising to terminate 
the interview, “you’ve core to me two days, three 
hours, ten minutes and thirteen seconds too late. 
There’s no law on the statute book that can take the 
place of common sense.” 

And it’s just the same with the mass of overdue 
stuff on ‘most every plumber and steam fitter’s 
books that I’ve ever seen. 

When a man begins to think about collecting a 
three months old account he’s doing his thinking 
some three months too late. 

Not but what many of the old collections can be 
made, but the enmity and grief that may be stirred 
up, the concessions that vou have to make and the 
feeling that you are plaving the game wrong all go 
to make late collecting poor collecting. 

So, Jim, my experience for it, tie to your bank- 
er to get your funds, and collect before the job cools, 
in order to keep your money where it belongs. 

Yours for funds, 
Uncle John. 


“Did you ever try how much you could get on a 
postal card?” 
“No; I was never so hard up as that.” 
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A Tub in a Flood 
By Gutipo D. JANEs 


Written All rights reserved, 


The first thing that Zeb Vance did last spring 
after moving into Ducktown was to invest in real 
estate with a house on same. After doing this he 
put a bath tub in the residence, with cold and tepid 
water. But Zeb did not do this for next-to-godli- 
ness reasons. No; he did it just to have the plumb- 
er hitch his horse at the hitching post of the house 
so that his neigiitbors could see that he had money 
enough to invest in domestic affairs. 

After the job was finished a flood from the Ten- 
nessee River in the contiguous locality sauntered in- 
to the municipality and made the inhabitants uneasy. 
They could not go out upon the streets without be- 
ing obliged to wear rubbers. That was on Tuesday. 
On Thursday the rubbers had to be swapped for hip 
boots, while telegraphic conversation with the rest 
of civilization sounded like Greek. 


expressly for. ‘‘Domestic Engineering.’’ 





In the tub on the flood. 


By this time the folks of the corporation of Duck- 
town began to worry. They said that while theif 
city’s name might suggest dampness they them- 
selves could not shed water as a duck’s back could. 
After saying this, they started to bail out theif 
respective residences. 

But Zeb did not feel down the thorax at all. On 
the contrary he felt elated. He had been bit on the 
recent real estate purchase anyhow, and therefore 
did not care much whether or not the present wet 
ness rivaled the one in Noah’s time; and when 
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Saturday evening came, and the water of the Ten- 
nessec sauntered in through the front door without 
wiping its feet, he awakened his wife and told her 
he was tired of sleeping in a damp house. 

“So am I,” said the wife pleasantly; “let us pull 
out. 

“All right. 
with wearing hip boots.”’ 

“What is it?” 

Without answering the question he led the way 
co the bath room, and with pipe wrench and ham- 


I have a scheme that will do away 
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Scolding thé relief expedition. 


mer disconnected the tub from the cold and tepid 
water pipes. This being done he loaded it down 
with provisions, and after hammering in the waste 
pipe stopper hard, bade Mrs. Vance to put on her 
yachting clothes and pile in. 

It took them but a few minutes to prepare for 
their nautical trip, and to kill time before the flood 
would reach the tub they went to sleep. 

When morning broke they found themselves in 
the midst of a flood, floating down toward a des- 
tination that could not be seen with the naked eye. 


» The tub was proving stanch and seaworthy, and 


all around them, likewise floating, were personal 


and real property, tree trunks, cooking utensil s, 


Bill Nye’s works, desolation and a band-box. 
“Are you not going to ask some one in a loud 
tone of voice for assistance?’ asked Mrs. Vance, 


§ tubbing her eves and gazing out over the top of the 


tub. 
“Hardly. It would be dangerous in the first place 


| because we here in this protective cruiser, are safer 
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than a bunch of tender-hearted, rescuing land crabs 
in a flimsy skiff. In the second place, I want to go 
to Memphis, and this is an inexpensive way. | 
will ask for help there in a vehement manner, but 
not before.” 

But just at that moment a relief boat hove in 
sight. It was a steam nautical vehicle from Knox- 
ville, and had aboard supplies, victuals and tele 
graph blanks. Upon observing Zeb and his wife 
in the Saturday night article the said relief expedi- 
tion made direct for them. Upon reaching the side 
of the tub they asked if any assistance or succor 
were needed. Zeb told them emphatically that no 
help was wanted, but, imagining him to be out of 
his head, they pulled him aboard, also his wife and 
the tub. 

“TI don’t want to be saved. I am already saved. 
I am not desirous of being saved all the time.” 

But, thinking him still to be out of his intellect, 
they forced him to lie down and have his hands and 
feet rubbed, while whisky was poured down his 
thorax. 

When Knoxville was reached, Zeb was in better 
spirits, and began to joke on the subject. This was 
taken by the relief expedition to mean that he was 
better, and, handing him back his tub, they told him 
to go his way in peace. 

Zeb did so, and, after building another house, 
placed the old tub in it, just to put him in mind of 
old times. 


Questions and Answers 


CUTTING VENT PIPE HOLES THROUGH 
SLANT ROOFS. 


Mo.—To of 


Sir:—Kindly give me a 


St. 


gcineering. 


en- 


for plumb- 


“Domestic 


rule 


Louis, the Editor 


- 
ers’ use in cutting the hole for different slants of roofs 
for soil pipe stacks to pass through, or if there 1s 
no rule for this operation give me such information 
as wil! assist me in doing this work in the best possi- 
ble manner. N. A. S. 
Answer 

Of the many puzzling problems which arise during 
the course of a day to tax the the 
plumber, none, perhaps, is so elusive as the locating 
and cutting of holes through roofs of different slants, 


for the rising stacks of soil, waste and 


ingenuity of 


vent pipes to 
pass through. After grappling with the problem a few 
times, each plumber in turn works out for himself a 
method of procedure, which gives more or less satis- 
factory results, according as it is simple or compli- 
cated, and leaves it for those apprentices who follow 
in his footsteps to work out their own salvation, as 
those did who went before him. This is but another 
way of saying that, although an important and puzzl- 
ing part of the plumber’s work, no one certain method 
is followed, and nowhere has a clear explanation of the 
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operation been printed, to make easy the royal road 
to a knowledge of this part of the plumbing business. 

It is with the intention of helping over this parti- 
cular hurdle those who need the assistance, that we 
give a simple, yet accurate method for locating the 
various points in a roof where stacks will pass through, 
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Fig. 1. Fig. 2. 


and explaining how to lay out the size and shape of 
hole required. 

The first and all important part is to locate accurately 
the points where the pipes will pass through. it is no 
satisfaction to a workman to know he has cut the 
right size and shape of hole, if it is located several 
inches from where it should be, an error which often 
follows the efforts to locate the points by means of 
measurements. The simplest. and at the same time, 
best way to locate the outlets will be quickly under- 
stood by reference to Fig. 1, which shows a section of 
a roof with a vent stack, extending up to the ceiling 
beams. In order to locate the centre of outlet, all that 
is necessary is to take a good heavy plumb-bob and 
line, and plumb up from the centre of the stack, to the 
under side of the roof boards, and mark the point 
with a pencil. This point having been located with a 
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hammer, drive a nail vertically through the roof boards 
and shingles until the point projects a sufficient distance 
through to be easily located. When driving the nail, 
it is important to see that it 1s driven through verti- 
cally. If driven at right angles to the roof boards, on 
a steep pitched roof, the point will project anywhere 





98 DOMESTIC ENGINEERING 








from 1 to 1% inches below where it should, thereby 
causing an error of that amount in the location of the 
hole. Refer, for instance, to Fig. 2, which represents 
the roof boards on a slant roof. If the nail is proper- 
ly driven, it will project at a, while if driven at right 
angles to the roof it would project through at b, 
thereby throwing the measurement out of true. It 
might be well to point out at this place, that the top 
of the vent stack should be well plugged with oakum 
during the process of locating and cutting the hole, 
to prevent the plumb-bob or fragments from the hole 
cut in the roof from falling into the pipe. 

Having located the centre of the outlet, the next 
move is to find the pitch of the roof. This can be 
done, as shown in Fig. 3, by measuring a certain dis- 
tance along the ceiling beam from the point where it 
intersects the rafter, and then measure vertically from 
the ceiling beam at this point to the rafter. For ex- 
ample, if the distance along the ceiling beam, which is 
known as the run, is 2 feet, and the distance from the 
ceiling beam to the rafter at a, which is known as the 
rise, is likewise 2 feet, the roof is known as a square- 
pitch roof, with equal rise and run. If, now, it 1s de- 
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Fig. 5. Fig. 6. 


sired to tind out how large a hole to cut through 4 
roof with such a pitch, for a pipe with an outside dr 
ameter of 5 inches, the information can be obtained by 
laying out on paper or on the floor, full size, or to 
scale, a diagram similar to Fig. 4. Then, by means ol 
a steel square, draw the lines a and b, 5 inches apart, 
and by measuring along the slope of the roof, c, will 
be found the length of the oval hole to be cut. This 
principle will be found to hold true regardless of the 
pitch of the roof, as may be seen by reference to Fig. 
5, which shows a diagram of roofs of various pitches, 
and the distances a, which must be measured in order 
to find the length of hole for the different slopes of 
roof. It will be noticed that a perfectly level roof re 
quires a round hole and that in proportion as the pitch 
is increased, the hole becomes elongated. 

To return to the hole to be cut, as explained in ref- 
erence to Fig. 4, by measuring the distance c, for that 
pitch of roof, it will be found that the length of oper 
ing for a 5-inch outside diameter pipe, must be 8 inches 
That gives all necessary data for the cutting of the 
hole. We now have the centre of the opening, a, Fig 
6, marked by a nail driven through the roof, and if 4 
inches be now marked off, b above and c below that 
point, the total length of opening will be laid out 
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Having the top and bottom points of the opening, all 
that is necessary is to set the compasses at 2% inches 
and describe the semi-circles shown in the illustration. 
These semi-circles may then be connected as shown by 
dotted lines and the entire outlet is marked ready for 
cutting. The compasses are set at 2% inches because 
the pitch of the roof has no effect on the sidewise 
measurement. 

While the process of locating and laying out a hole 
for a vent pipe through a pitch roof takes some time 
to explain, in operation it is simple and quick. Once 
the plumber is familiar with the method, a few minutes 
will suffice in which to lay out the opening. In general, 
the method outlined is the one followed in practice, 
although various plumbers differ from it in minor de- 
tails. Many, for instance, use a feeling gimlet or brace 
and bit, to bore a hole through the roof at the centre 
of the opening, instead of driving a nail. The main 
thing, however, is to know a method for locating and 
laying out holes through pitched roofs, then, having 
that method, add to it or improve it for your individ- 
val wants. 


In Early Days—IX 


By HeErRBErT S. RENTON 





What do we owe the sanitary plumber? We cannot 
square the account by merely paying his bill. While 
itis true that advance and improvement in any art or 
trade must be made against crass ignorance and bitter 
prejudice, it is also true that the best efforts of the 
most enlightened are hampered by poor materials. The 
greed and competition among manufacturers is respon- 
sible for much poor plumbing. To get goods a little 
cheaper—and again cheaper and cheaper some more— 
a few cents less, and a trifle lower, a further shave and 
another rub—and extra sandpaper on the price—manu- 
facturers whittle down the article until it is only a 
shadow of what it ought to be. Look at connected 
wastes and overflows for instance—the price is less 
than one-third of what it was and the waste is as thin 
as brown paper. One concern I wot of has a single 
principle of doing business. They ask how many are 
used of this or that article, and then cut it down to 
the last degree, and sell it at the price it will cost 
other firms to make it. and so hog the whole market. 
There is no sale for the goods at the price they brought 
before the pirates gobbled the trade, and the plumber’s 
customers blame him for the paper goods. The 
plumber had no such handicap in the early days. The 
goods for his use were crude and few, but they were 
well made and heavy. A striking figure in the trade 
was David Morrison, whose factory was in 16th street 
near 6th avenue, New York. Some good stories are 
told of him. He went to the war with the 79th High- 
landers, was a good soldier and became a general by 
brevet. He was wounded several times and his left 
hand was crippled for life. 

One of the men in Col. Morrison’s regiment had been 


| employed for years as a cockmaker in his old shop. 


4 son to him, and instead of being awed by the proceed- 


He was a braw Scot, and one day he was up for court 
martial for being drunk and disorderly. The presiding 
officer, colonel of the regiment, was only Dave Morri- 


DOMESTIC ENGINEERING 





99 


ings, when asked what he had to say for himself, he 
blurted out: “Davy Morrison! I was the best cock- 
maker ye ever had in yer shop!” 

Another story is told of Col. Morrison. 
viewing his regithent on dress parade his eagle eye 
discerned a confusion in the line of one of the com- 
panies, and he exclaimed, “What is the matter with 
that fifth company?” Two of the Scotchmen were in- 
volved—one named Sandy McGraw, and the other nick- 
named the “Bengal Tiger.” 

“What’s the matter wi’ that fifth 
peated the Colonel—and an answer came floating back 
from one of the innocents: “There’s nothing the mat- 
ter, Colonel, only Sandy McGraw gave a chaw of ter- 
backer to the Bengal Tiger.” The rich Caledonian 
accent of both Colonel and private lends a flavor to 
this humorous incident that the cold types will not con- 
vey—but rolled out in the Highlander’s vernacular it 
must have sounded very funny on dress parade. 


When re- 


+3 


company? re- 


A Scotch relative of Morrison’s came over from the 
Land o’ Cakes to help in his business and was sent 
out collecting bills One of the claims was against 
William H. Richards, whose shop was in University 
Place near 12th street. Richards employed a wonder- 
fully bland bookkeeper. The Scotchman came in and 
asked: “Is Mr. Richards in?” “No, sir,” replied the 
bookkeeper. “When will Mr. Richards be in?” “I 
don’t know, sir,” said the bookkeeper, who was 
banity itself. “Well, you tell Mr. Richards that 
Morrison wants his bill.” “I will, sir.’ “And you 
Mr. Richards that Mr. Morrison treats both prince 
peasant alike!” To which the suave bookkeeper 
plied, “I will say so, sir.” To really appreciate the rich 
fun of this incident you should know the bland repre- 
sentative of Mr. Richards, and see the tall Scot, with his 
richly burred old country speech and lordly air. Rich- 
ards was a rich man and splendid pay. Morrison’s rel- 
ative afterward became quite a figure in the trade, but 
finally drifted out of sight—and the old shop is only 
a memory, like Davy Morrison, who treated alike both 
“prince and peasant.” 


ur- 
Mr. 
tell 
and 
re- 


ft knew Morrison very well tong after the war. He 
was always to be found in his shop waiting on cus- 
tomers, and working about, usually with a long old- 
fashioned apron of blue and white ticking covering his 
portly front, which he had a fashion of stroking affec- 
tionately. “Yes, sir,” he said to me on one occasion, 
“Yes, sir, the best plumbers in the world—and nearly 
all of them, too—are within a half mile of where you 
stand.” Then with a satisfied air, for he was a man 
of wealth, he said: “Well, I have lost some money on 
the plumbers,” and, smoothing the apron over his 
paunch with a seraphic air, while gazing toward the 
ceiling with a beatific smile, he added: “And I have 
made some!” His customers, too, were substantial 
citizens. James Muir, for instance, once showed me 
a little pass book of Morrison’s, such as grocers issue 
to their customers, with entries for brass work of over 
three thousand dollars in a single month. Not long 
ago I was talking to Mr. Muir in his office in 20th street. 
when he pointed to an employe and said: “That man 
has been with me 42 years as a journeyman plumber, 
and that man just going out of the door, 39 years, and 
I have others here who have been with me for over 25 
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years. The bookkeeper has been here 28 years—this 
is the shop for steady work, sir.” The firm is now 
James Muir, Sons & Co. I asked Mr. Muir if he re- 
membered giving me an order for brass unions? “Yes, 
sir, I do. Morrison made them heavy, as I wanted 
them, but they were so clumsy and ugly that I wouldn’t 
use them, and I had you make some and they were 
handsome as well as heavy.” Mr. Muir reminded me 
that he was the first plumber in New York to use a 
fushometer, 25 years ago. “There were fourteen of 
them and they were made because the architect did not 
want tanks in the basement. They cost $40 each and 

















COLONEL DAVID MORRISON. 


A pioneer manufacturer of plumbers’ brass goods in 
New York City. 


supplied water from the big roof tank direct to, the 
fixtures on the lowest floor of the ten-story building at 
40 Wall street, which was then one of the tallest office 
buildings in the city. These flushometers were made 
on the principle of a double hopper valve with a long, 
horizontal lever—and, sir, I never had to fix one of 
them. I can testify,” said Mr. Muir, “that they were 
the first flushometers used in New York, and you made 
them for me.” 

Another substantial customer of Morrison’s was Jo- 
seph A. Macdonald, of 6th Ave. and 19th street, who 
left a comfortable fortune when he “shuffled off this 
mortal coil,” but his business methods were wretched— 
no system—in those days filing cabinets and even bill 
files were unknown—and Joe Macdonald’s bills were 
all stuck on a long wire. Oh, what a long wire that 
was—especially when you wanted money. Every bill 
had to be pulled off a yard or more before the one 
wanted could be reached—and they were a dog-eared 
ragged lot of papers at all times. 

Macdonald had a very capable bookkeeper, William 








Crow (who with another employe, Alex. Bryant, <fter- 
ward succeeded to his business), but it was a mystery 
how so large a concern could go on with such a loose 
way of doing things. 

For several years old brass had been allowed to col- 
lect in the cellar until there were several tons piled 
up, when Macdonald suddenly took a notion that he 
wanted it cast into ferrules. He ordered me to take 
the metal away and return it in the shape of ferrules, 
which I did—and they lasted him for years. He di- 
rected me to make special patterns half an inch larger 
in diameter than the pipe, of each size, so ‘that he 
could run the pipe through and flange over at the hub 
end. This made an excellent job and I afterward made 
them like that for Mead & Rossman for the “World” 
3uilding and other large jobs. 

The bill for casting Macdonald’s ferrules was between 
three and four hundred dollars, and it went on the 
“wire.” He never had time to get it off again. Several 
months afterward I told Mr. Macdonald that I could 
use the money, and asked him to let me have it. He 
said he would 1n a couple of weeks. I waited two 
weeks and renewed my plea. No use—he had no time 
to get the bill off the wire. At length I told him that 
{ could use a note. “I never give a note,” quoth he, 
“unless I close the account and am done with a man 
forever.” “Very well,’ I answered, “give me a note.” 
“No, I won’t either,” said this erratic genius—and | 
had to go away with the promise that the bill would 
come off the wire in another week. The account was 
finally paid. I did lots of business with Macdonald 
after that, and, strange to say, never had much more 
trouble as to pay. 


With all his queer ways, Joe Macdonald was a very 
lovable man. He was very human, and although a good 
Presbyterian and a regular attendant at the kirk, he 
could take a dose of mountain dew, open and above 
hoard, with every evidence of keen relish. But this 
was old-country style and he was temperate withal. 

One of the first of the large apartment houses in New 
York was the “Chelsea” in 23d street, now a hotel, and 
Joe Macdonald owned one of the apartments, on a com- 
pany plan, just as though it were a house. He had 
the plumbing contracts for many large buildings 
twenty-five years ago, and was a prominent figure in 
the life of the swelling city. David Morrison had only 
a small portion of the trade of the new-era plumbers, 
like Macdonald, but some of the old shops he con- 
trolled entirely—no brass work but Morrison’s used. 
He had a son who was not at all a chip of the old 
block, and so unpopular that one of Morrison’s oldest 
customers and dearest friends told him that if he ever 
allowed that arrogant boy to come into his shop again 
he would take away his trade and friendship forever. 


The world has moved along so fast that it is hard to 
understand the thought and feeling of the time ol! 
which we speak. The world seemed vaster, and yet 
more contracted and confined in ones own little circle. 
But we could wish that the idea of quality of that 
neriod, rather than the idea of quantity, which obtains 
now, might be revived—and that manufacturers today 
might have the same pride in their calling, and em 
deavor to make “good goods” as did such sterling 
characters of bygone days as David Morrison. 














The Bath Tub in Which Marat 
was Killed 


History tells us that Jean Paul Marat’s bloody career 
was closed on July 13, 1793, when Charlotte Corday 
under friendly pretense gained access to his rooms and 
thrust her murderous dagger to the sick man’s heart. 
Marat was at that moment sitting in his quaint bath 
tub taking a bath and at the same time writing an 
Republique 


editorial for his paper, “Journal de la 
Francaise.” This curiously 
shaped bath tub is still in exist- 
ence and it has just been adver- 
tised for sale in Paris. It is 
shown in the accompanying 11 
lustration, as is also a plan 
of the bathroom and a key to 
the room, both of which will 
be seen in the frame above the 
bath tub. 

In M. Lenotre’s “Paris Revo- 
lutionnaire” is found an interest- 
ing letter concerning this bath 
which translated reads as fol- 
lows: “Sir: You saw the room 
in which Marat was bathing, 
when he was struck down by 
Charlotte Corday’s dagger, but 
I doubt whether you have come 
across his bath. I have been 
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deep-rooted hatred against all oppressors, and she de- 
termined to free her country from Marat. Leaving her 
home, she came to Paris July 11, 1793, and two days 
later obtained an interview with Marat on the pretext 
of disclosing Girondists’ plots. The assemblies at Cal 
vadoes were the first subjects of conversation, and 
Marat heard with eagerness the names of those who 
were present at them. “AIl these,” he exclaimed, “shall 
be guillotined.” At these words Charlotte plunged her 
dagger into his bosom, and he called out “A mot! mon 


ami’: when some attendants rushed in and seized her. 





luckier. It is not an ordinary Sey AE et a 
bath; it is shaped like a copper pNP is a rage 
shoe, and is covered, only al- ee Aare re 





lowing sufficient space to get 
in. It is not long enough for 
aman to be able to stretch com- 
fortably. On the upper part there are two hooks, which 
can be used to support a desk.” 


London News.” 


The following additional details about the bath are 
also given in the above book: “A sort of stool in 
copper is fixed to the bath, which enables the bather 
to sit and write. Under this stool the heating appa- 
tratus was placed. The bath has not been used since 
the assassination, and even now perhaps the blood- 
marks of “L’Ami du Peuple” (The People’s Friend) 
can be seen. At least the sulphur and other chemicals 
used by Marat, who, as is known, suffered from a skin 
disease, have left their trace on the metal. After 
passing through many hands, the bath came into the 
possession of the Curé of Sargeau, who sold it to the 
Grévin Museum for the sum of 3,000 francs.” 


Marat was in his fifty-second year at the time of his 
untimely death, and his life is too well known to need 
any mention here. This is probably not the case with 
Charlotte Corday, wherefore a short sketch of her life, 
or rather the circumstances which brought about its 
One great event, may not be entirely devoid of interest 
in this connection. She was born at Saint Saturnin, 
Normandy, in July, 1768, and lived there until one week 
before her death. Her lover was accused by Marat as 
a conspirator against the republic, and assassinated by 
villains hired for that purpose. This excited Charlotte 
Corday to revenge. History had inspired her with a 





The “Copper Shoe” 
stabbed by Charlotte Corday. 





sath Tub in which Marat was seated when he was 
lllustration reproduced from “The Illustrated 


Four days later, on the morning of July 17, she ap 
peared before the revolutionary tribunal with a dig 
nified air, and her replies were firm and noble. She 
spoke of her deed as a duty which she owed her coun 
try. Being condemned to death, she was guillotined 
the same day, retaining her presence of mind to the 
last. Her remarkable beauty, and her lofty bearing on 
her way to the guillotine, sent a thrill even through 
the hearts of her executioners. One young German 
enthusiast, Adam Lux, a deputy from the city of Mentz, 
on witnessing the execution, conceived a romantic pas 
sion for her, and when her head fell, he cried with a 
voice hoarse with emotion: 
Brutus.” 


“She is greater than 
He wrote a pamphlet, suggesting that a statue 
with such an inscription should be erected to her mem 
ory. He was arrested and guillotined. André Chénier, 
the French poet, who paid a glowing poetical homage 
to her heroism, shared the same fate before a year 
had elapsed. When Vergniaud, the French orator and 
statesman, who was guillotined three months later, was 
informed of Charlotte’s death, he exclaimed: “She has 
killed us, but she teaches us how to die.” 





“What shall I play?” asked the organist of an absent 
minded clergyman. 

“What sort of a hand have you got?” was the unex- 
pected reply.— Wasp. 








Wholesale Plumbing 


EASTERN SUPPLY ASSOCIATION’S ANNUAL 
MEETING. 


The annual meeting of the Eastern Supply Associa- 
tion was held at the Hotel Astor, New York City, on 
Wednesday, October 14. The meeting was attended 
by an unusually large number and was very successful 
in every way. Besides the election of officers for the 
ensuing year a number of other matters important to 
the Association and its members were discussed and 
passed upon. A resolution was unanimously adopted 
expressing the appreciation of the able and efficient 
work of Henry Aird, the retiring president, during his 
incumbency, and a committee was appointed to select 
and secure a fitting testimonial for Mr. Aird. The elec- 
tion of officers resulted in the following choice, all the 
officers being re-elected except the president: 

President, P. M. Beecher, of Syracuse, N. Y. 

First Vice President; John A. Murray, of New York 
City. 

Second Vice President, F. H. Locke, of Boston, Mass. 

Treasurer, F. A. Bucknam, of New York City. 

Secretary, Frank S. Hanley, of New York City. 

Board of Directors—P. M. Beecher, John A. Murray, 
F. H. Locke. F. A. Bucknam; J. P. Fell, of W. A. Case 
& Son Manufacturing Company, Buffalo, N. Y.; John 
Reid, of the J. L. Mott Iron Works, New York City; 
John McClure Chase, of McCambridge & Co., Phila- 
delphia, Pa.; John McPhail, of the James Robertson 
Manufacturing Company, Baltimore, Md.; Walter 
Walls, of Walls, Owen & Stambach Company, Phila- 
delphia, Pa.; W. L. Blake, of W. L. Blake & Co., Port- 
land, Me.: G. R. Adams, of Samuel Sloan & Co., Roch- 
ester, N. Y. 

The following is a list of members in attendance: 

John McPhail, of The James Robertson Mfg. Co., 
,altimore, Md. 

Carl Williams, Jr., of the Williams Sanitary Works, 
Baltimore. 

J. J. Devereux, of the James Barrett Mfg. Co., Bos- 
ton, Mass. 

Frank H. Locke, of Locke, Stevens & Co., 
Mass. 

Chester \W. Fell and J. P. Fell, of the W. A. Case 
& Son Mfg. Co., Buffalo, N. Y. 


Boston, 











Hardsomely arranged float of the Peerless Pottery Co., 
Inc., of Philadelphia, as it appeared in the recent indus- 


trial parade on the occasion of the 225th anniversary of 
the founding of Philadelphia. 
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J. E. Zimmerman and J. H. Mueller, of Standard 
Tank & Seat Co., Camden, N. J. 

J. J. Ryan, of J. J. Ryan & Co., Chicago. 

Herbert B. Hallett, of the John Wood Mfg. Co., Con- 
shohocken, Pa. 

H. Romeyn Smyth, A. D. Mfg. Co., Detroit. 

J. B. Murphy and A. Oatman, of the Whitlock Coil 
Pipe Co., Hartford, Conn. 

A. S. Hills, R. H. Hills and J. A. Machado, of the 
Haydenville Co., Haydenville, Mass. 

A. K. Raub and H. L. Raub, of the Sheet Metal & 
Supply Co., Lancaster, Pa. 

Frank M. Mills, of Abendroth Bros., New York. 

C. K. Sanborn, of the Bay State Brass Co., New 
York City and Haydenville, Mass. 

J. Harvey Borton, of Haines, Jones & Cadbury Co.,, 
Philadelphia. 

E. S. Thompson, of Haines-Thompson Co., Phila- 
delphia. 

F. W. Dows, of the Keystone Supply & Mfg. Co., 
Philadelphia. 

John McClure Chase, of McCambridge & Co., Phila- 
delphia, and R. C. McClure Co., Syracuse. 

Walter Walls, of the Walls, Owens & Stambach Co., 


Philadelphia. 


Francis J. Torrance, of the Standard Sanitary Mfg. 
Co., Pittsburgh. 

W. L. Blake, of the W. L. Blake & Co., Portland, 
Me. 

Guilford R. Adams, of Samuel Sloan & Co., Roch- 
ester. 

P. M. Beecher, of Pierce, Butler & Pierce Mfg. Co., 
Syracuse. 

C. C. Todd and J. P. Donohue, of the Central Foun- 
dry Co., New York. 

B. O. Tilden, of the Colwell Lead Co., New York. 

J. J. Delaney, of Coyne & Delaney, Brooklyn, N. Y. 

E. E. Haff, of F. N. DuBois & Co., New York. 

Fred H. Jacobs, of the Federal-Huber Co., New York. 

Frank F. Fisk, of New York. 

A. S. Lang, of The Humphryes Mfg. Co., New York 
City and Mansfield, O. 

Harris Fox, of Jordan & Fox, New York. 

L. O. Koven, of L. O. Koven & Bro., New York. 

Milton L. Lissberger, of Marks Lissberger & Sons, 
Inc., Long Island City. 

George L. Greenman, of McCrum-Howell Co., New 
York. 

John A. Murray, New York. 

F. A. Bucknam, of Nason Mfg. Co., New York. 

F. H. Boardman, of Ronalds & Johnson Co., Brook- 
lyn. 

W. L. Trageser, of the John Trageser Steam Copper 
Works, New York. 

Sam Lederman, New York. 

Henry Stein, of New York. 

P. F. Lee, of the Virginia & Carolina Supply Co., 
Norfolk, Va. 

Thos. J. Berkstresser, Philadelphia. 

FE. Rayser and R. G. Williams, of Stanley G. Flagg 
& Co., Philadelphia. 

J. G. Fleck, of the Fleck Bros. Co., Philadelphia. 

F. W. Bamford and W. B. Maddock, of John Mad- 
dock & Sons, Trenton. 

J. W. Lyons, of the Keystone Pottery Co., Trenton. 




















A. M. Maddock, Jr., 
Tre! on. 
John A. Campbell, W. J. Bapst and R. M. Fielder, of 
Trenton Potteries Co., Trenton. 

Henry Aird, of Aird-Don Co., Troy, N. Y. 

L. H. Birdseye and Edward G. Wagner, of the Chas 
Millar & Son Co., Utica, N. Y. 

John K,. Heyl, of C. J. McCubbin Co., Washington. 

S. E. Hunting, of the Hunting Co., of Rochester and 
Watertown, N. Y. 

John Weekes, John Weekes & Son Co., Watertown, 
N. Y. 

J. B. Wise, Watertown, N. Y. 

Willard Speakman, of the Speakman Supply & Pipe 
Co., Wilmington, Del. 

H. L. Andrews, of the Anchor Sanitary Co., Pitts- 
burgh. 

P. A. and S. Small Co., of York, Pa. 

Krauss & Roberts, Baltimore. 

R. Gray, Jr., Inc., Newark, N. J. 

Newark Supply Co., Newark, N. J. 

Thomas Devlin Mfg. Co., Philadelphia. 

McGraw-Yarbrough Company, Inc., Richmond, Va 


Thomas Maddock’s Sons Co., 


At the annual meeting of the National Committee 
of the Confederated Supply Associations, held in New 
York City on Thursday, October 15, the following of- 
ficers and members of the Board of Directors were 
elected for the ensuing year: 

President, J. J. Ryan, of J. J. Rvan & Co., Chicago, 
Ill. 

Vice President, W. A. Myler, of the Standard Sanitary 
Mfg. Co., Pittsburg, Pa. 

Treasurer, L. O. Koven, of L. O. Koven & Brother, 
New York, N. Y. 

Secretarv, Frank S. Hanley, New. York, N. Y. 

Board of Directors: J. J. Ryan, W. A. Myler, L. O. 
Koven; J. D. Hibbard, of the John Davis Co., Chicago: 
J. H. Borton, of Haines, Jones & Cadbury Co., Phila- 
delphia; J. S. Hoy, of Hoy & Co., Albany, N. Y. 

The National Committee has in charge the work 
looking toward the betterment of plumbing goods. 
The committee has been ‘n touch with manufacturers 
and jobbers throughout the country, and members are 
enthusiastic about the proposition, believing that it will 
result in great benefits to the general public. The work 
is being carried along as rapidly as possible consist- 
ent with proper management. 


John M. Sadler, manufacturer of plumbers’ paste and 
wiping cloths, has moved his place of business to 49 
South May street, Chicago. 


Banner Manufacturing Company, of 122-130 Centre 
street, New York City, reports a decided improve- 
ment in the faucet and coupling trade, and adds that 
even the buyers are in better humor and, what is still 
better, they are placing orders. The Banner Company 
has a good sized stock on hand and is therefor able to 
take care of all the new business that comes its way. 


The Chicago Plumbing and Heating Trades are mak- 
ing arrangements to hold another golf tournament on 
the links of the Calumet Country Club on the occa- 
sion of the annual meeting of the Central Supply As- 
sociation, which takes place in Chicago on Wednes 
day, October 28 


The time for the golf tournament has 
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not been fixed at this writing, but it will be held either 
on Tuesday, October 27, or on Thursday, October 29, 
i. e., the day before or the day after the supply men’s 
meeting, and a cordial invitation will be extended to 


visiting delegates to take part in the tournament 


Wholesale Heating 


P. J. Duff & Sons, of New York City, has been in- 
corporated, with a capital of $10,000, to deal in heat- 
ine specialties. The incorporators are: Patrick J 
Duff, Joseph M. Duff and Charles B. Duff, of 74 La 
mont avenue, Elmhurst, L. | 

The plumbing and heating trades were worthily rep 
resented in the Industrial Parade recently held in Phil 
adelphia on the occasion of the 225th anniversary of 
the founding of that city. Fleck Brothers Company, of 
Philadelphia, thus had a handsome electric float, with 





Artistically arranged float of the H. B. Smith Company, 
of Westfield, Mass., and Philadelphia, in the recent in- 
dustrial parade on the occasion of the 225th anniversary 
of the founding of Philadelphia. 


an elaborate exhibition of up-to-date plumbing goods. 
The Peerless Pottery Company, also of that city, had 
a neatly arranged float displaying a model kiln with fin- 
ished sanitary earthenware, while the H. B. Smith Com 
pany, of Westfield, Mass., and Philadelphia, displayed 
its boilers and radiators on an artistically arranged float 
drawn by four horses. 

The Threading Machine Company, of Sandusky, 
Ohio, has just opened a branch office and salesroom 
at 171 Duane street, New York City, in charge of D. 
W. Durkin. 
ucts will be carried to ensure prompt delivery to its 
patrons in that part of the country. 


A complete stock of the company’s prod 


The company re 
ports business good and prospects for the near future 
encouraging. 

The Peerless Heater Company, which was recently 
organized, and which has headquarters in the Cones 
toga Building, Pittsburg, Pa., has secured the services 
of W. H. Fennell, for a number of years on the road 
for the Bailey-Farrell Manufacturing Company, of that 
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Mr. Fennell will call on the trade throughout the 
Howard 


city. 
Pittsburg district for his new employers. C. 
Hook, formerly head of the Reliance Heater and Sup- 
ply Company, of this city, is president of the new con- 
cern. 

The Nelson Valve Company, of Philadelphia, Pa., 
has just finished another enlargement of its plant, the 
demand for its product having necessitated this move. 
About a year ago the company increased its capacity 
nearly 100 per cent. It has now been compelled to 
make another increase and has therefore secured two 
and one-half acres additional, on which a modern new 
shop, 200 feet has been erected and equipped 
The management is con- 


long, 
with new and modern tools. 
templating the crection also of a 100-foot addition to 
its brass foundry, which will be equipped with oil fur 
naces and power molding machines of the latest type. 


Steam and Mill Supplies 


The New York Machinery Exchange, of New York 
City, has been incorporated, with a capital of $10,000. 
The incorporators are: Jesse L. Law, Sr., 459 Van 
Buren street; Jesse L. Law, Jr., and Amy O. Law, 1220 
Fifty-third street, Brooklyn, N. Y. 

The Radical Angular Drill and Tool Company, of 
New York, has been incorporated, with a capital of 
$100,000. The directors of the company are: Car! 
Philgus, 247 West Seventy-second street; William A. 
Boos, 763 St. Nicholas avenue; Stratford A. Miller, 
601 West 136th street, New York. 

The large dealers in iron and iron articles on the 
Pacific coast have insisted that a considerable differen- 
tial in rate should be given by the railroads between 
fabricated and unfabricated material. At a meeting of 
the metal trades held recently in San Francisco the 
matter was thoroughly gone over and it was decided 
Some 
eastern manufacturers are striving to have identical 


to exert every influence to secure such rates. 


; 


————e 





“Fifty Miles from Boston.” They are laid up for re- 
pairs and there’s not a hotel in sight. This was an 
episode at the recent annual convention, when Chas. 
A. H. Kienzle, president of the Syracuse (N. Y.) Asso- 
ciation of Master Plumbers, greets an old comrade in 
Louis Yauchzi, Rochester, N. Y. Photograph by F. E. 


Fladd, of Rochester. 
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rates maintained and the question will be watched with 
great interest by all concerned, as the principle for 
which the Pacific coast manufacturer and jobber have 
contended in the past is at stake. 


The Garlock Packing Company, of Palmyra, N. Y., 
has just added another building, 45x100 feet, to its large 
plant for the manufacture of high pressure packing, 
On Thursday evening, October 15, this new building was 
given a house warming, employes of the company and 
their friends enjoying a clambake there. An orchestra 
attended and furnished music for the occasion. 


Representatives of the mill supply houses of the 
South held a meeting at the De Soto hotel in Savan- 
nah, Ga., last week for the purpose of formulating 
plans for a common catalogue of most of the goods 
handled by their firms. Among those in attendance 
were: John G. Christopher, of the J. G. Christopher 
Co., Jacksonville, Fla.; J. H. McKinnon, of the Knight 
& Wall Company, Tampa, Fla.; Hunter B. Frischkorn, 
Richmond, Va.; W. H. Banks, of the Banks Supply 
Company, Huntington, W. Va.; J. C. Fischesser, of the 
Alabama Machinery and Supply Company, Montgom- 
ery, Ala.; E. F. Hartfelder, of the Hartfelder-Garbutt 
Company, Savannah, Ga., and W. E. Mills, of the 
James Supply Company, Chattanooga, Tenn. 


Metal Market 


New York Metal Market, October 20. 


Laer, Tee EBOO occ bvid cenwiwede ion $13.50-13.62Y% 


Copper, Lake, Arsenical brands.............. $13.50 
Ce, “TEROCIINO  od oink dk xsdiwewesteesintnes 13.40 
ee. TED, «666.40 4eawednnen a sess 8.121 
CE tsb be ctkeanansiys dee weunsenesgasnasres 4.30 
DD” «4h vedas ccowertcakvvheeinksaneeaatn 4.80 
PD BO .csnwncencacbhaks abpadwadedicemiies 29.35 
Chicago Iron Market, October 22. 
Southern, No. 2 Pommey.. ons ccccscccsiass $16.85-17.35 
Lake Superior CRAPGOGL.. occ cccsceckcunss 19.50-20.00 


Lake Superior Coke Iron, No. 2 Foundry..16.50-17.00 
October 22, 1908: 

Foundry iron was the same price as week previous 

$6 less per ton than the year previous 

Copper was ce less a lb. than the month previous 

2'4c more a lb. than the year previous 


New York, N. Y.—While there is still a good deal 
of hesitation in covering early requirements, more bus- 
iness has been done than generally expected, says The 
[ron Age. There have been some large transactions in 
basic pig in Pittsburg district for prompt delivery, and 
a contract has also been closed for the supply, at the 
rate of 6,000 tons a month for five years, of basic pig 
to a steel plant recently completed. A moderate 
amount of business has been done in the east in basic 
iron, where quotations below $16 have been withdrawn, 
and there is an inquiry in the market for a block of 
10,000 tons. Upward of 10,000 tons of low phosphorus 
pig have been sold lately. The soil pipe makers have 
neld a meeting and are aiming at an advance in prices 
of five per cent. 





Newton, Mass.—James H. McAdams, a steam fitter, 
has filed a voluntary petition in bankruptcy, with lia- 
bilities of $728 and assets of $145. 
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Association News 


Pueblo, Colo.—Information has just reached this city 
to the effect that the United Association of Journey- 
man Plumbers, Steam Fitters and Steam Fitters’ Help- 
ers has decided to purchase the Fairmount sanatorium, 
located here, for use as a plumbers’ home. 

Trenton, N. J.—The Master Plumbers’ Association 
of this city has a unique way of impressing the mem 
how they stand on the secretary’s books 
A neat pamphlet is issued every quarter in 
the 
\d standing whose dues are paid up to date. 
is no dunning remark to the delinquents; 
are simply omitted in the circular, and this is mailed 
to all the members and proving to be quite a bracer to 
the association. 


CONVENTION DATES. 


October 28, 1908.—Annual meeting of the Central 
Supply Association at the Auditorium hotel in Chi- 
cago. 


bers as to 
which 


is inscribed in cold type name of every member 


There 
their names 


In go 


January 19-21, 1909.—Fifteenth annual meeting of the 
American Society of Heating and Ventilating Engi- 
neers, in New York City. 


Personal 


J. N. Morrison, formerly president of the Bestosking 
Packing and Supply Company, of Boston, has entered 
upon his new duties as salesmanager for the United 
States Asbestos Company, of Manheim, Pa. 


R. Dee Pierce, secretary of M. Glauber & Company, 
of New York City, is at present on a ten weeks’ tour 
of the western states. He is at present in Missouri, 
and he is headed for Oklahoma and’ Texas. 


E. A. Jackson, well known in Boston plumbing sup- 
ply circles, has succeeded R. N. Whitley as manager 
of the sales department of the United States Construc- 
tion and Supply Company at 24 India square, Boston. 

Frank Klimm, president of the Master Plumbers’ As- 
sociation of San Francisco, Cal., is reported to have 
done much goat riding lately. He has just returned 
from a trip to Sacramento, where he was initiated into 
the mysteries of the Mystic Shriners. 

W. O. Haslow, formerly with the Geo. A. Taylor 
Company, of Boston, and for many years previous with 
the Geo. E. Gilchrist Company, has associated himself 
with the Sanitos Manufacturing Company, of 54 Union 
Street, Boston, as outside salesman. 

H. J. Eekhoff, assistant treasurer of the John Sim- 
mons Company, of New York, returned to his home 
this week, after a short stay at Atlantic City. He was 
compelled to take a much needed rest and the board 
walk is the only place these days. There is a rumor 
afloat that Mr. Eekhoff is just hunting up a suitable 
place for a honeymoon trip, but we have his word that 
he is in no immediate danger. 

Charles H. Julian, of San Diego, Cal., president of 
the California State Association of Master Plumbers, 
met with a deplorable accident while hunting ducks in 
the marshes near San Diego on October 4. His little 
son, who accompanied him, dropped his fowling piece 
in such a manner that it exploded, discharging its con- 
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His 
hand was so badly mutilated that 1t became necessary 
to amputate his arm just The 


wound in the thigh was also severe, but, barring blood- 


tents into Mr. Julian’s right thigh and right hand. 


below the elbow. 


expected that he will recover, b¢ 


ing a strong and healthy man. 


poisoning, it it SOon] 
The plumbing frater 
nity all through California and neighboring states has 
been much moved by this sad accident 


Clifford T. Schlemmer, 


whose lkeness 1s shown 


herewith, 1s vice-president 


and general manager ot 
the successful plumbing 
and heating contracting 
concern, the Oliver 
Schlemmer Company, of 
Cincinnati, Ohio, and he 
was recently nominated 


representative from Ham- 
ilton county on the repub- 
lican ticket. Cliff is known 
among his 
“Teddy,” 


young 


friends as 
and he is a 
man of fine busi- 
ness qualifications and 
very liberal in his views. 
He is well known throughout his State, a clever mixer 
and a hard worker in Association matters. He has 
served as vice-president of the Cincinnati Master 
Plumbers’ Association, and is well thought of. It is 
his first attempt in politics. 





Clitford T. Schlemmer 





Chicago, Ill—At the annual convention of the Ilh- 
nois Federation of Women’s Clubs, held at East St. 
Louis, Ill., this week, an address on “The Necessity of 
Public Comfort Stations in Illinois 
by Jno. K. Allen, editor of “Domestic Engineering.” 


Cities” was made 


Plumbing Inspection 


Richmond, Va.—The subcommittee of the City Coun- 
cil on Ordinance, Charter and Reform is preparing an 
ordinance requiring plumbers working in the city to 
secure a license and also furnish a bond of $2,000. 


San Mateo, Cal.—This city has recently fallen into 
line with a modern set of plumbing laws to take the 
place of the do-as-you-please rules that have hitherto 
been in vogue here. Marin county has done likewise, 
and inferior methods of plumbing have reached an end 
there. 


Racine, Wis.—John H. Owen, plumbing inspector of 
this city, has caused the arrest of Ole Johnson because 
he undertook to lay a drain in front of his property 
along one of the city streets without first securing a 
permit Ole 
about plumbing than the inspector does, but chances 
are he will find out that he is mistaken. 


from the city. believes he knows more 


The Aurora Arc Lamp Company, of New York City, 
has been incorporated, with a capital of $1,000. The d1 


rectors are: Arthur Rosenberg, 337 East Ninety-fourth 


street; S. Feinblatt, 135 West Forty-sixth street, and 
M. L. Schallek, 145 West 111th street. 











The Middle S 


Sycamore, Ohio.— 
ing establishment to 
Mill building. 

Calumet, Mich.—The Carlton Hardware Company 
has secured the contract for the installation of a heat- 
ing system in the new South Shore Depot. 

Oxford, Ohio.—John Moyer, 
has opened a plumbing shop here. 
ducted a plumbing business for several years in Mid- 
dletown, but sold out and has now settled down in 
this town. 


tates 


Wm. Staum has moved his plumb- 


more spacious quarters in the 


of Middletown, Ohio, 


He formerly con- 





We will bet on this firm to win. They 


dered stock. The store is in Omaha. 
the picture—name, street and number. 


Ashtabula, Ohio.—F. E. Smith, of this city, has heen 
awarded the contract for the low-pressure steam heat- 
ing plant for the court house, 


Ashtabula, Ohio.—Contracts have been awarded to 
the Mitchell Hardware Company of this city for the 
plumbing and gasfitting in the court house addition at 
its bids amounting to $907. 

Detroit, Mich.—George D. Mason has awarded steam 
heating and plumbing contract to Ernst Bros. for im- 
proving the Hammond office building. Joseph E. Doyle 
has been awarded the plumbing and heating contract 
for the frame residence erected by Gust Walter. 

Gallipolis, O.—A complete plumbing and steam and 
hot water heating department has been added to the 
business of the Enos Machine Company, of this city, 
and the new department will make a specialty of con- 
tract work in these lines. It will be conducted in con- 
other departments of the company’s 
who are ex- 


nection with the 
business. A number of high class men, 
perts in these particular lines, have been secured and 
will have charge of the respective lines. 
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show a strongly developed 
sense of the power of advertising and the attraction of a well or- 


Everything else is told in 


Notes from the West 


Charles City, Iowa.—The plumbing firm of Collins & 
Daly closed its business on October 15. Mr. Col- 
lins intends to locate on the Pacific coast, and Mr... Daly 
will probably join the traveling fraternity. 


Kansas City, Mo.—That business is in a healthy 
condition in this city may be inferred from the fact 
that clearing house receipts amount to over $43,000,000 
from September 15, 1908, to October 15, 1908, a gain 
of 9.6 per cent over the corresponding period of last 
year. Kansas City has reached the sixth place among 
the cities of the country in this respect. 


Denver, Colo.—Stanley, Oldenettel 
& Company are doing the plumbing 
in the residence of Sue V. Malone on 
West Twenty-ninth avenue, between 
Irving and Julian, and have also se- 
cured the contract for the installa- 
tion of eleven fixtures in the double 
terrace for Mr. Bosler on Wyandotte 
street, between Twenty-seventh and 
Twenty-eighth avenues. Street & 
Hines have secured the contract for 
plumbing the house on Josephine 
street, between Thirtieth and Thirty- 
first, for J. Bartle. S. T. Swanberg 
was awarded the contract for plumb- 
ing the residence of J. T. Melson on 
Downing, between Fifth and Sixth 
avenues. The J. F. Van Daniker 
Plumbing and Heating Company is 
doing the plumbing in the residence 
of Dr. P. V. Carlin at Fourteenth and 
Race streets. J. J. Wafer has a large 
amount of work on hand, one of his 
contracts being for the installation of 
eight fixtures in the residence of Clara 
Moore of 1030 Emerson street. The 
Walker Brothers Plumbing Company 
secured the contract for plumbing the 
residence of Edward Personet at 
1536 Clermont street. The Wallace Plumbing Com- 
pany is doing the plumbing in the Ungamach residence 
at 1326 Steele street and also installing thirteen fixtures 
at South Gaylord and Evans streets for the state of Col- 
orado. The W. O. Warlum Plumbing and Heating 
Company is doing the plumbing in the residence of 
C. H. Begler on Bryant street between Forty-third and 
Forty-fourth and also in the residence of C. Beckstrom 
at 901 East Fourth avenue. H. Weinstein is install- 
ing eleven fixtures in the double house being built by 
William Brune on Decatur street between West Twen- 
ty-eighth and West Twenty-ninth avenues, and also has 
the contract for the installation of twenty-two fixtures 
at Twenty-fourth and Curtis for B. Baer. M. Whrite- 
nour secured the contract for the plumbing of the 
double house being built by Dr. L. G. Hunt at 725 and 
735 Platte street. Gus M. Wirth & Company have 4 
large number of contracts on hand in various parts of 
the city, among them being the installing of nine fix 
tures for Ferris & Conaway at Thirteenth and High 
streets. 


























Springheld, Mo.—The Springfield Plumbing Com- 
pany of this city has been awarded the contract for 
the installation of heating and plumbing systems in the 
Drury gymnasium. The consideration is $2,890. 

Little Rock, Ark.—M. B. Sanders has been awarded 
the plumbing contract for the annex to the Peabody 
School. The consideration is $3,000. The Arkansas 
Pump and Pipe Company will install the heating plant 
at a cost of $4,048. 


Burlington, Iowa.—The Russell Sewage Disposal 
Company, of this city, has been awarded the contract 
for the installation of its sewage disposal system with- 
out a sewer in the residence of C. H. Benner at Stewart, 
Iowa. 


From the Lone Star State 


Waco, Tex.—Hill Bros. & Co. report business as 
good as could be expected. They have recently secured 
several heating contracts and the plumbing end of the 
business is holding its own. 


Waco, Tex.—This city has recently completed sev- 
eral miles of new sewer mains and all the trade is wear- 
ing the smile that won’t come off; planty of work and 
prices satisfactory. 


Austin, Tex.—Here is located the big granite capitol 
building, the second largest administration building in 
the United States. Its cost to the state was three mil- 
lion acres of good land. Jno. R. Donnelly, the wide- 
awake plumbing and heating contractor, has recently 
taken a partner to help him take care of the rapidly 
growing business that his own efforts and straight 
dealing has built up. 


San Antonio, Tex.—Construction plans for the new 
million dollar hotel to be erected by the San Antonio 
Hotel Company have been received by L. J. Hart, the 
president. Excavation work on the hotel site is pro- 
gressing rapidly and dirt is‘ being removed at the rate 
of about 400 cubic yards per day. Specifications are 
not yet ready and speculation is rife as to whether some 
of the San Antonio fitters will get the contract, or it 
will go to out-of-town parties. 


San Antonio, Tex.—“The hot tamale of the south- 
west.” “Good fellows here, every one of ’em.” A. H. 
Shafer, “the man who runs his own business,” is the 
way his card reads, with contracts enough to keep 
all hands busy, is about finishing up a large govern- 
ment contract at Fort Sam Housten. West & Gut- 
zeit recently landed the biggest job let in San An- 
tonio in some years, the seven-story St. Anthony hotel, 
and “busy” is the big word around that shop night and 
day; they are working to keep ahead of the general con- 
tractors, as this is a rush job and must be finished in a 
few months. The Southern Plumbing Company, Mr. 
Reynolds and Mr. Bruhns, of this, the latest addition 
to the bunch, were old Chicago boys once, but “real 
long-horns” now. Their exhibits at the San Antonio 
International Fair wear a long blue ribbon, and that’s 
going some for a new concern. The Braden & O’Neil 
Plumbing and Heating Company were the lucky bid- 
ders for the plumbing and heating in the new Gibbs 
building, a $175,000 office building, but as the excavat- 
ing for this building has just commenced, Braden & 
O’Neil are not cutting any pipes yet for this job. W. 
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G. Schurwirth & Company did not tell the writer of any 
big contracts they have signed up recently, but a blind 
man could see they are busy all the time. The Alomo 
Plumbing Company are hard at work finishing up all 
contracts now on hand, and not taking any new work 
for the reason that there may soon be a change in the 
personnel of the company. Leiber Bros. are always 
busy. They have just completed the plumbing and 
neating in the Loyosa hotel and have other contracts 
under way. R. G. Thomas has been working a full 
force all the year. George doesn’t go atter the big 
ones, but he gets his share of the general work. A. 
Collmann, successor to Hildebrand, Borchers & Com 
pany, reports that he is keeping all the old customers 
on the books and getting new ones all the time. 


The Great Northwest 


Dodgeville, Wis.—Delbert Polkinghorn has bought 
a half interest in the plumbing and hardware business 
of John Pettera. 
the Pettera & Polkinghorn Plumbing and Hardware 
Company. 


The firm will hereafter be known as 


Fond du Lac, Wis.—The plumbing contract for the 
six residences and the boarding house of the United 
States Government at the Menominee Indian Reserva- 
tion has been awarded to D. Ahern & Son. D. Ahern 
& Son have also received the contract for the plumb 
ing, heating and installation of the gas machine in the 
Phillips. 


residence of John 


Who’s Who in Britain—II] 





George B. Davis, senior sanitary, 
hydraulic, heating and hot-water engineering firm of 
Davis, Bennett & Co., of Westminster, London, England. 
He is a member of the Royal Sanitary Institute, Con- 
sulting Examiner in Plumbing and Sanitation to the 
City and Guilds Institute, and a member of the Board 
of Examiners for the National Registration of Plumbers. 


partner of the 











Pennsylvania 


Galatzin, Pa.—The contract for the new hot water 
heating system for the Keystone Hotel here has been 
awarded to E. J. Brannan, of this city. 

Butler, Pa.—The contract for the heating and plumb- 
ing in a fine residence that is being built here for G. 
Henry Schmunk, of Pittsburg, has been awarded to the 
Barry-Markle Company, of Evans City, Pa. 

Jeannette, Pa.—The contract for the heating system 
that will be the handsome residence 
that is built here for John Fellows been 
awarded to the Miller Plumbing and Heating Com- 
A hot water heating system will 


installed in new 


being has 
pany, of this city. 
be installed. 
Brownsville, Pa.—The contract for the plumbing sys- 
tem that is specified for the new public school build- 
ing that is being erected here has been awarded to 
Regan & Hormell, of Charleroi, Pa., and the contract 
for the heating system for the same structure has been 
McGinness-Smith Company, First 
The building will cost about $50,000 
heating contracts amount to 


awarded to the 
avenue, Pittsburg. 
and the plumbing and 
about $8,000. 


Philadelphia and Vicinity 


Philadelphia, Pa.—D. F. Durkin, of 1613 Pine street, 
has been appointed to take charge of the registration 
of the journeymen. 

Philadelphia, Pa.—J. Gilbert Lowener, of Thirteenth 
and Race streets, has secured the contract for the 
plumbing of a garage at Broad and Cherry streets. 

Philadelphia, Pa.—McKernon & Tracy, of Thirteenth 
and Wolf streets, are just completing the plumbing 
in 97 houses for Thomas Whelan at Seventeenth and 
Porter streets. 

Holmesburg, Pa.—Friends of William Boal, select 
councilman from the Holmesburg district and chairman 
of the Board of Directors of the Philadelphia Master 
Plumbers’ Association, will be grieved to learn of the 
serious illness of his son. 

Philadelphia, Pa.—C. Wesley Coulston, of Cambria 
and Darien streets, is opening another shop at Broad 
and Somerset streets, from where he will be able to 
handle his increasing trade in heating and plumbing 
in that vicinity in a more satisfactory manner. 


G. Wallace Smith. 





“State Fair Week at Syracuse.” In the parades were 
many 
entered by 
that city. 


steam. 


beautifully decorated floats, one of which was 
Frank Leavery, a prominent steamfitter of 
The boiler shown was at the time under full 
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New Jersey 


East Orange, N. J.—John Curtin Plumbing and 
Heating Company has been incorporated, with a cap- 
ital of $50,000. The incorporators are: Harry H. Pick- 
ing, David A. McBride and Leslie Gray. 

Newark, N. J.—Muills & Brown have been awarded 
the contract for plumbing, steam heating and gas ft- 
ting in Joseph Davis’ new building in East Orange. 
The consideration is $3,000. The plumbing contract 
for the building erected at 41 Wall street by James 
and Anna Mitchell has been given to James F. Han- 
ley, consideration $320. John Gareis has received the 
plumbing contract for the building erected at 487 South 
Eighteenth street by Alois Ulasak. The amount is 
$785. Theodore H. Osbahr has received the contract 
for the plumbing work in the building erected by M. 
Augenblick at 105 Johnson avenue. The considera- 
tion is $606. 


Southern Notes 


Ashland, Ky.—The Union Plumbing Company has 
been awarded the contract for heating and lighting of 
the Alice Mayo Dormitory of the Sandy Valley Sem- 
inary. 

Point Pleasant, W. Va.—A new plumbing, steam and 
hot water heating business has just been started here 
by the Natural Gas Supply Company. The company 
has secured an excellent location in the Cole Build- 
ing on Main street, and proposes fitting up a large 
store and display room, as large stocks of fixtures used 
in the above lines will be carried. 

Elkins, W. Va.—The contract for installing the en- 
tire plumbing and piping systems in the new $50,000 
store, office and apartment building that 1s being erected 
here has been awarded to J. T. Kelley, of this city. The 
building is being built for C. H. Scott, and the con- 
tract is a large one, calling for fitting up complete 
several public toilet rooms, bath rooms for each of the 
several apartments and lavatories in each office. 


Contemplated Work 


Washington, D. C.—Sealed proposals will be received 
at the office of the supervising architect until 3 o’clock 
p. m., November 20, 1908, for the construction (includ- 
ing plumbing, gas piping, heating apparatus, electric 
conduits and wiring) of the United States postoffice at 
lrinidad, Colo., in accordance with drawings and speci- 
fication. , 

Washington, D. C.—Sealed proposals will be received 
at the office of the supervising architect until 3 o’clock 
p. m., November 25, 1908, for the construction (includ- 
ing plumbing, gas piping, heating apparatus, electric 
conduits and wiring) of the United States postoffice at 
Hazelton, Pa., in accordance with drawings and speci 
fication. 

Washington, D. C.—Sealed proposals will be received 
at the office of the supervising architect until 3 o'clock 
p. m., November 18, 1908, for the construction (includ- 
ing plumbing, gas piping, heating apparatus, electric 
conduits and wiring) of the United States postoffice at 
New Ulm, Minn., in accordance with drawings and 
specification. 
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Trademarked Excellence 


The excellence of a heating equipment depends upon 
the high character of every unit. A _ building equipped 
with both AMERICAN Radiators and IDEAL Boilers 
has an increased realty value, due, in part, to an advertising 
impression in the public mind of the double trade-mark, 
and that these goods are both essential to successful 


heating. This aids their sale. 


if IDEAL Boilers and AMERICAN 

; . Radiators are made according to uni- 
form high standards and each forms a 
logical and necessary link in the most 


successful of modern heating outfits. 
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AMERICAN }DEAL 
The valve of any building increases in proportion to the RADIATORS & BOILERS 


| — excellence of its heating equipment, 








} AMERICAN RADIATOR COMPANY 


General Offices, 282-286 Michigan Ave., Chicago. 


New York Cincinnati Cleveland Atlanta Brantford, Ont. Denver 
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Pacitic Coast 


San Francisco, Cal_—The rainy season has com- 
menced here, and as a result work will be delayed from 
time to time on many buildings and labor not as well 
employed as it has been of late except in buildings 
where inside work is being done. Formerly the rainy 
season meant considerable to the plumber, as he did 
most of the repair work and job work, such as mending 
roofs and gutters and setting up stoves and making 
connections. There are men now, however, who make 
a specialty of this, and but little of it is done by the 
regular plumbers. The labor unions have drawn the 
dividing line between certain classes of work and much 
of the odd job work that was formerly done by the 
plumbers is now done by the tinsmith or roofers. The 
two most serious problems that confronts San Fran- 
cisco at the present time, and which concern all the 
people here, as well as the plumbing trade, are the 
final rulings in regard to the building laws in a part 
of the downtown section of the city and the acquisition 
of an independent water supply. The first question 
is one that will demand immediate attention, as the 
future growth of the city depends largely upon it. 
There is a large stretch of land lying between the old 
retail district of the city and Van Ness avenue that 
has been included in the new fire limits and no build- 
ings of a lighter construction than Class “C” are al- 
lowed to be erected there. Before the fire this vast 
area was covered with hotels, apartment houses and 
old dwellings that had been transformed into rooming 
houses and it was here that a large proportion of the 
population of the city lived. The property is considered 
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too valuable for residence, and still owners feel that it 
would not pay them to erect the brick structures de- 


manded by the ordinances. As a result there is but lit- 
tle building being done in the district and this is by 
persons who are well able to erect substantial struc- 
tures. Naturally they look with disfavor on any at- 
tempts to have the laws amended allowing the con- 
struction of inferior buildings, as such an action would 
greatly increase the fire risk. The other question, that 
of an independent water supply, seems to be a little 
closer to solution, as the preliminary steps are being 
taken towards bringing water here from the Sierras. 
The water rates of San Francisco are very high, the 
supply limited and the quality none the best. The 
mains leading to the city are inferior in engineering 
respects and from an impartial point of view there 
seems nothing to do except to secure a municipal sup- 
ply in order to safeguard the city. The question has 
been agitated for years, but the time has come when 
mere talk is entirely out of place and some action 1s 
needed to start the ball rolling. The government has 
given a water supply that could not be excelled for the 
purpose, and all there is to do now is to bring it to 
the city. 


Arleta, Ore.—The Arleta Heating and Plumbing 
Company has been incorporated. 


Los Angeles, Cal.—Gustave Phillips, a plumber, has 
filed a voluntary petition in bankruptcy. 


Portland, Ore.—The Western Water Pipe Company 
has been incorporated to do business in this city. 


Los Angeles, Cal—F. M. Parker has - moved his 
plumbing establishment from 815 Central avenue to 
714 West Pico street. 


Cheyenne, Wyo.—The Boyle: Plumbing and Heating 
Company has secured the contract for the installation 
of a new heating system in the Industrial Club build- 
ing. The consideration is $650. 


Porterville, Cal.—Miller & Porter is the name of a 
new plumbing firm which has just engaged in business 
at 401 South Main street. Geo. M. Miller, -formerly 
with the A. J. Delaney Plumbing Company in this city, 
is at the head of the new firm. He would like to re- 
ceive catalogues from manufacturers and jobbers of 
plumbing goods. 


San Francisco, Cal.—Work on the plumbing of the 
Palace hotel building is going forward nicely and it 
will not be very long before the installation of bath 
room fixtures can commence, as some of the rooms are 
now partitioned off. At the present time work is be- 
ing done on the equipment in the kitchen, which is to 
be on the same floor as the café, just as in the old 
tuilding. Ph ad 





He Was Reported, of Course. 

Angry Lady (who has been carried by): 
didn’t you let me out at X street?” 

Calm Conductor: “Madam, there was no intentional 
neglect. I assure you I should have been glad to get 
rid of you anywhere along the line.”—Somerville Jour- 
nal. 


“Why 


























A Spike in the Coffin ot the Mail Order House 


(Concluded from page 80) 


changeable. Consequently pipe, valves and fittings are 
already standardized as far as threading and the taper 
goes. 

Every manufacturer, jobber, plumber and steamfitter 
should recognize the fact that the mail order house 
and its method of doing business on the “price sys- 
tem” is a detriment to the entire trade and a menace, 
because of the rotten, unsanitary and inadequately 
constructed goods they sell to the entire community. 

Why does our country pay out millions of dollars 
each year in the maintenance of boards of health, sani- 
tary inspectors, etc., unless it redounds to the good 
of the community at large? Why not help these 
guardians of the public health by seeing to it that the 
mail order house and those who follow in its wake 
in putting out inferior goods to the detriment of the 
entire nation be checked in every way possible? 

The mail order house sells its goods through per- 
nicious advertising that lures the untutored to order 
its rotten sanitary goods because they think they are 
cheaper, when in fact they are dear at any price. The 
consumer would pay more than the job is worth were 
the person installing such stuff to give him the goods 
and simply charge for his labor, as they will always be 
unsatisfactory, unsanitary and have to be taken out and 
replaced in a short time. 

By all means those who have contributed their time, 
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energies and brains to help along this latest attempt 
to emancipate the trade from some of its abuses should 
receive the utmost encouragement. It is a step in the 
right direction and adds a few more rounds to the 
ladder which is pointed toward the goal we have ar- 
gued for from many angles and various standpoints. 


SOME JOLTS. 

J was riding on the train, the other day, in western 
[owa when at a way station an old farmer got on and 
came into the smoking car & sat down beside me. He 
had on an $8.00 suit of clothes & looked about like 30 
cts. Got to talking crops & hard times. Said he “I hafe 
made so mooch money that I not know what to do 
with him—I get afraid of the banks & I draw $20000 
out & go down by Burlington & buy more farms’— 
“Got a good home, said I”—“Yas, cost $7000,” said he— 
How do you heat it, I asked—“Got a coal stove—“‘Any 
bath room?” “No,” “wash in a tub’—‘Well you old 
jayhawker” said I giving him a poke in the ribs—You 
dont live—you merely wallow in life like a hog—Get 
next to yourself & connect up with some good plumb 
er, visit a few good hotels & just gaze on what life 
really is— 

Say! There’s more than 1,000 just such farmers in 
the state of Iowa alone. 

x * . 
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Improved Capitol Boilers 


Attention is particularly invited to the extremely low water line, 
43% inches on steam boilers of 450 to 1,225 square feet capacity, 
and to the height of the flow openings, 50 inches on the steam 
hes on the water boilers of 750 to 2,025 square feet 


These same features are maintained proportionately in boilers 
of larger dimensions; in the steam up to 10,800 square feet capac- 
ity, and in the water boilers up to 17,825 square feet capacity. 
Consider how important this is when the height of basement 
ceiling limits the working space. 

Consider, also, in addition, the economy of installation—light 
weight, ease in handling—and the Improved Capitol Boiler 
must appeal to your personal advantage. 


Send for illustrated descriptive literature 


and Catalog. Sell the best. 


United States eater Company. 


General Offices and Works: 


Branches: 
DETROIT. 139 Jefferson Avenue 
NEW YORK, 129 Worth Street 
CHICAGO 34 Dearborn Street 


KANSAS CITY, MO.. 


120 W. 11th Street 
OMAHA, NEB.. 


916 Farnam Street 





Fort St.,and Campbell Ave., DETROIT, MICH. 


Sales Agencies: 


ST. LOUIS. MO., 
DENVER, COLO, 
MINNEAPOLIS, MINN., 
NORFOLK and RICHMOND, VA.., 


L. M. Rumsey Manufacturing Co. 
Kellogg & Stokes Stove Co. 
Plumbing & S. F. Supplies Co. 
Virginia-Carolina Supply Co. 








II2 








campaign—One of their men is a (fine — sales- 

man & possesses the faculty of getting next the farm- 

er—or small shops which come directly in touch with 

this class—The house has spent several thousand dol- 

lars & the results have been astonishingly gratifying. 

Grab opportunity before she gets clear beyond the door. 
x * * 

I walked into a decent reputable heating shop one 
day—& got to talking—That’s natural, anyway with 
me—Said the owner “What do you think? Last fall 
a bunch of radiators came here shipped direct & with 
tags on to All Andrews job & this from one of the 
largest heating concerns in the country’”—Wouldnt that 
jar you? I rather guess their agent didnt get “Stung” 
the next time he called. 

}-8 2 

During the recent cold snap of the past few days the 
bees mostly retired & laid up for the winter—Now 
some of them are out again. I notice it hit some plumb- 
ers about the same way—Cheer up—Look at our build- 
ing report for Sept on page 73 of last issue & You’l 
see the old country aint dead yet. 


Patents 


Differential-Pressure Gage. Frank H. Hop- 
assignor to American Steam 
Boston, 


900,371. 
kins, Somerville, Mass., 
Gauge and Valve Manufacturing Company, 
Mass., a corporation of New Jersey. 


900,385. Faucet. Jacob G. Kasjens, Peoria, III. 

900,506. Blow-Off Valve. John S. Forbes, Philadel- 
phia, Pa. 

900,594. Water-Closet Connection. Edward J. Rice, 
Rochester, N. Y. 

900,775. Lining for Water-Closet Tanks. Charles 


Pfau, Cincinnati, Ohio, assignor to The Pfau Manu- 
facturing Company, Cincinnati, Ohio, a corporation of 
Ohio. 
900,810. Aluminum-Solder. 
René Wibrin, Chaudefontaine, 
900,818. Water-Fixture and Controlling Means 
Therefor. Ralph D. Albright, Reynoldsville, Pa. 


900,831. Water-Closet. Harry W. Charlton, Ottawa, 
Ontario, Canada. 

900,853. Liquid-Impelling Device. Edgar P. Holly, 
Roxbury, Mass., assignor to The Holly Steam Engin- 
eering Company, Providence, R. I., a corporation of 
Rhode Island. 

900,873. Water-Heater. 
las A. Lee, Colfax, Wis. 

900,886. Automatic Sprinkler. 
Worcester, Mass. 

900,984. Faucet. Clinton E. Coe, New Haven, Conn. 

900,997. Flushing-Valve. 
Mich. 

901,049. Fluid-Pressure Distributer. 
St. Paul, Minn. 
Steam-Valve. 


Toussaint J. Wibrin and 
Jelgium. 


Carl N. Nelson and Nicho- 


George I. Rockwood, 


Henry S. Gaskill, Lansing, 
Joseph B. Tuor, 
Aberdeen, 


Baker, 


Wilfred 


901,141. 
S. D. 

901,142. Soft-Plug Valve. 
>. D. 


Wilfred Baker, Aberdeen, 
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901,146. Gate-Valve. 
N. J. 

901,185. Flushing Apparatus for 
Frederick C. Nickol, Dayton, Ohio. 


George H. Benton, Metuchen, 


Water-Closets. 


901,190. Steam-Trap. Alfred L. Riggs, Ebensburg, 
Pa. 

901,222. Valve. Edward V. Anderson, Monessen, Pa. 

901,245. Feed-Water Heater. James H. Kidwell, 


Staunton, Va. 

961,242. Air-Vent Valve. George D. Hoffman, West- 
ern Springs, Ill, assignor to Norwall Manufacturing 
Company, Chicago, IIl., a corporation of Illinois. 


901,255. Antifreezing Closet. Nils Peterson, Mos- 
cow, Idaho, assignor of one-third to Charles L. Thomp- 
son, Moscow, Idaho. 


Trade Literature 


From the Electric Heat Regulator Company, of Min- 
neapolis, Minn.: Calendar from November 1, 1908, to 
October 31, 1909, an exceedingly dainty calendar which 
we are sure every recipient will be delighted with and 
will treasure the period it is scheduled to live. It bears 
a miniature reproduction of a painting entitled “Phyl- 
lis,’ and it is not marred by advertising. 


From the Resolute Pottery Company, of Trenton, N. 
J.: “Sanitary Earthenware Specialties,” Catalogue B, 
29 pages, 6x8 inches, bound in green paper, with black 
lettering. The catalogue is printed in two colors on 
highly glazed paper. Every page is neatly stamped in 
the corner with the company’s trade-mark. The book 
is made up of half-tone engravings, accompanied by 
a full description of the cut, including measurements 
and price. This most attractive catalogue can be ob- 
tained by anyone interested by a postal request, men- 
tioning “Domestic Engineering.” 


From Badger Meter Manufacturing Company, 261- 
265 Third street, Milwaukee, Wis.: Catalogue of Bad- 
ger Water Meters. claimed to be “the meters minus the 
troubles,” and constructed on the same principle as 
“The Wonderful One-Horse Shay:” 


6e) 


“Fur,” said the deacon, “’tis mighty plain 
That the weakest spot must stand the strain, 
And the only way, as I maintain, is just 

To make that part as strong as the rest.” 


The company believes that, out of its long experience 
in meter construction, it has brought forth a product 
as nearly flawless as it is possible to make, and the in- 
creasing demand seéms to confirm this view. The cat- 
alogue 1s a handsome affair, printed in three colors and 
profusely illustrated, and parties interested in water 
meters can secure a copy of it upon a postal request 
inentioning “Domestic Engineering.” 


From the Jewell Water Improvement Company, of 
Chicago, Illinois: “The Ira H. Jewell Water Stills and 
Filters,” catalogue No. 8, 32 pages, 9%x12 
bound in drab paper, with handsomely embossed title. 
As the catalogue tells us in the “Introductory Re- 
marks,” it contains “some of the latest inventions and 
improvements of Ira H. Jewell in the art of water puri- 
fication.” The engravings are of a high grade and the 
general information given in this catalogue are invalu- 


inches, 





















PATENTS NOW PENDING 
5 Both mechanical and design 


able to those interested in the subject of water puri- 
$y sending a postal card mentioning “Do- 
mestic Engineering” to the Jewell Water Improvement 
Company, 120 West Jackson boulevard, Chicago, any- 
one can secure a copy of this excellent and instructive 
pamphlet. 


fication. 


From Smooth-On Manufacturing Company, 572-574 
Communipaw avenue, Jersey City, N. J.: “Smooth-On 
Instruction Book,” 96 pages, 414x6¥%4 inches. This book 
illustrates and describes the different Smooth-On spe- 
cialties, and shows a number of new ones; it also shows 
when, where and how to use them. The Smooth-On 
products consist of the following line: Smooth-On 
castings, Smooth-On iron compounds, Smooth-On tape, 
Smooth-On elastic cement, rivet cement, 
Smooth-On joints, Smooth-On cement asbestos sheet 


— 


Smooth-On 


packing, Smooth-On rubber cement sheet packing and 
Smooth-On coated corrugated steel gaskets. The qual- 
ity of these products and the complete directions for 
using them found in this book makes this handly vol- 
ume a valuable possession for the plumber and the 
steam fitter, and it has just been issued in such a large 
edition that every man in the trade will be promptly 
supplied with a free copy on application mentioning this 


journal. 


From Chicago Nut Company, 166-174 South Clinton 
street, Chicago: Catalogue of Standard Sizes Hexagon 
Brass and Iron Nuts and Standard and Special Screws, 
16 pages, 434x6%4 inches, printed in two colors. This 
company guarantees a perfect fit between its screws 
and nuts, and parties interested in such a product can 
secure this catalogue and any additional information 
desired on request mentioning “Domestic Engineering.” 
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Chin 


Same material as bow! with no 
metal linings to corrode or leak. 
No wood to open up at joints or 
become saturated with foul 
dampness. 











LIER 
a Tank 





Extra heavy fittings 
throughout. 


YEKEC 


Heater 


CAMERON 
WEST 
VIRGINIA 





Scranton, Pa.: 


Company, 


From Spencer 
Handsome catalogue of Spencer Steam and Hot Water 
Heaters, 64 pages, 4x7 inches, with brown paper cover. 
This catalogue is printed on substantial enameled pa- 
per, from good-faced type, and excellent half-tone en- 
gravings, both of which so good that they are a de 


light to the eye. The heating apparatus described and 


illustrated are Spencer heaters, Equator, New Era and 
Lackawanna boilers. A chapter on chimney construc- 
tion, many tables and other heating data, a description 
of the Honeywell heat generators, etc., add to the value 
of the book. Heating engineers and steam fitters who 
are not acquainted with the company’s products are 
invited to write for a copy of this catalogue; a postal 
card mentioning “Domestic Engineering” is all that ts 


needed. 


Johnny Knew. 
“Johnny, name one of the earth’s coldest spots.” 
“Please, mam, our bathroom in winter.”—Birming- 
ham Age Herald. 


Perfectly Honest. 


“IT saw your little boy taking calisthenics at school 
today.” 

“Well, if he took ’em they were his’n; 
nothin’ that don’t belong to him.”—Houston 


he don't take 
Post 
Cause for Thanks. 

“Here’s a piece ‘bout a rich man what can’t sleep in 
de night.” 

“Dat’s kase his conscience hu’ts him.” 

“My! Thank de Lawd I ain’t no rich man! 
lanta Constitution. 


"—A t- 
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Published each Saturday by “Domes- 


tic Engineering” (Incorporated). 
Office of publication, 49-53 North 
Jefferson street, Chicago. Tele- 


phone, Main 3254. 


Advertising Rates: The rates for 
advertising will be forwarded upon 
application. The pubJisher reserves 
the right to reject advertising mat- 
ter of an objectionable nature. 

Copy and cuts for advertisements 
should be received by the last day 
of the week preceding publication. 
We cannot guarantee insertion or 
changes in advertisements if re- 
ceived tater. 


Terms of Subscription: To sub- 
scribers in the United States, $1.00 
a year. 

To subscribers in Canada and 
foreign countries within the postal 
union, $2.00 a year. 

Single copies of current issues, 5 
cents; copies of back numbers, 10 
cents each. 

Subscriptions are payable in ad- 
vance, the regulations of the Fost 
Master General forhiddirne the ex- 
tension of credit for subscriptions. 








- October 24, 1908 


—-- — —_—~ — ee 
a 


CLASSIFIED ADVERTISEMENTS 


The rate of advertising under this 
heading is 10 cents a line an in- 
sertion. The average advertisement 
runs five words to a line. To in- 
sure insertion in this column copy 
should be received not later than 
Wednesday afternoon. 





Help Wanted. 


WANTED—FIRST CLASS “ SALES- 

men in every iocality calling on 
the plumbing trade to sell an A-1l 
plumber’s tool. Answer, giving ter- 
ritory covered, to Aztec Mfg. Co., 
2056 Tehama St., San Francisco, Cal. 


WANTED—A MAN ‘WHO -UNDER- 

stands coverin pipes; must be 
a resident of Chicago; one with 
business getting ability who wants 
to go into business. Address No. 














952, “Domestic Engineering,” Chi- 
cago. 
WANTE D—TWO FIRST CLASS 


salesmen for selling repair spe- 
cialties by Philadelphia house. One 
for Philadelphia trade and one to 
travel Pennsylvania, New Jersey 
and New York States. Reply with 
reference and salary expected. Ad- 





dress No. 965, “Domestic Engincer- 

ing,” Chicago. 

WANTED—HIGH GRADE MEN IN 
large 


every large —— in the U. S.; 
acquaintance with architects and 
consulting engineers essential. We 
give exclusive territory to competent 
men who can write contracts for 
our Automatic Steam Vacuum pump 
(maintains high vacuum on any 
Steam Heating system with only 
one ounce of pressure; or as long 
as there is any fire in the furnace). 
Automatic Vacuum Pump Company, 
121 N. 8th St., St. Louis. Mo. 


Situations Wanted. 


SALESMAN—EXPERIENCED IN 

both plumbing and steam lines, 
with thorough acquaintance among 
Eastern, Southern and Middle West 
obbing trade, wants a change. 
ight entertain taking good lines 
on commission in New York and 
vicinity. Address No. 963, “Domes- 
tic Engineering,” Chicago. 














DOMESTIC ENGINEERING 


EXPERIENCED SALESMAN WILL 
cover Iowa thoroughly with me- 
chanical, heating or plumbing spe- 
cialty; headquarters at Rock Island; 
expenses and commission. No. 966, 
Domestic Engineering, Chicago. 


MANAGER OR SUPERINTENDENT, 

experienced in steam or plumbing 
brass work is open for engagement. 
Expert in cost account work and as 
a “leak stopper.’ Can produce re- 
sults and save money. Address No. 





962, “Domestic Engineering,’ Chi- 
cago. 

i: ‘ ‘For ‘Sale. 
FOR SALE—A PLUMBING AND HEATING 


business: town of 5,000: can stay in my build- 
ing: Address William Haworth, Kaukauna, 
Wis. 


FOR SALE.—ONE FOUR HUNDRED 

horse power Warren Webster feed 
water heater, safety valve grease 
controller, complete; used six 
months; reasonable. Address M. J. 
Hawkins, Albany, N. Y. 





Agencies Wanted. 


EXPERIENCED AND RESPONSI- 

ble salesman desires to represent 
in Chicago manufacturers of plumb- 
ers’ or steam specialties salable to 
jobbers, the trade or to consumers; 
nothing trifling considered; highest 

















references. Address No. 944, “Domes- 

tic Engineerinz,”’ Chicago. 
Plumbing Schools. 

EARN $5 A DAY—LEARN TO BE 


a plumber in from 4 to 6 months 
on easy payments. For particulars 


address Master Plumbers’ Trade 
oe. 3402 Lindell Ave., St. Louis, 
oO. 





BOOKS. 
Fifty Plumbing Charts.—A Layout 





of fifty Jobs, Bin, sizes of all 
piping, ’ Roughi ng-in Details for all 
Fixtures, etc. An awfully handy 


Reference—when in doubt—for the 
small sum of 25 cents, —— de- 





livered. “Domestic gineering,” 
Chicago. 
Kitchen Boller Connections.— 


Range boilers and water backs un- 
der various conditions offer an oc- 
casional difficulty to the plumber, 
but the remedy to apply in every 
case can be found in this book. It 
contains 196 pages and 113 illustra- 
tions and is worth many times the 
price we ask, $1.00, delivered. “‘Do- 
mestic Engineering,” 49-53 N. Jef- 
ferson St., Chicago, Il. 


A gg 3 To ae 
By Jno. Alle 6 
American aottot of Inspectors of 
Plumbing and nitary ngineers. 
A complete treatise showing the 
necessity of testing new and old 
work; containing a full description 
of the different methods of testing 
drainage, plumbing and gas pipin of 
systems. 17 illustrations. Postpali 
26 cents, delivered. “Domestic En- 
gineering,” Chicago. 





Plambing.— 
mber of the 








SN 








ee - 


Sizes of Flow and Return Steam 
Mains.—Contributions from _ thirty 
heating engineers of different cities 
in United States, giving current 
practice; full of nenesent sevice and 
useful tables. Bound boar 





6%x4% inches, 104 BP. ” post ald, 
50 cents. “Domestic Engineering,” 
Chicago. 





Practical Steam and Hot Water 
Heating.—By A. G. King. This work 
consists of a series o “blue prints, 
showing in ull detail the proper 
installation of steam and hot water 
oo ge = y It is a practical 
book for practical man. No 
oe " hone is complete 
without it. Price, "5. 00, delivered 
“Domestic Engineering,” 49-53 N., 
Jefferson St., Chicago, Il 





— 


Notes on Heating and Ventila- 
tien.—An invaluable Course of Sug- 
estions for the Steamfitter who un- 
erstands the Simpler Forms 
Construction and Operation of Heat- 
ing Systems, but who is striving to 
complete | pmewies e of the Buai- 
ness. By John R. Allen, Professor 
Mechanical Engineering, a 
wo hundred pag 
ce, $2, aalfverell 
“Domestic Engineering,” Chicago. 








Swimming Pools.—Their construc- 
tion, cold and hot water supply; 
various methods of heating water; 
directions as to selecting correct 
sizes of heaters. A complete guide, 
containing the latest information on 
the subject. By Jno. K. Allen, As- 
sociate Member of American S5So- 
ciety of Heating and Ventilating 
Engineers, Editor of “Domestic En- 
gineering.” Over 30 illustrations. 
Bound in cloth. Price, 50 cents, 
postage paid. “Domestic Engineer- 
ing,” Chicago. 











Practical for Plumbers 





They are mighty good things, ought to 
be in every shop. Easily applied to 
shelves, racks or drawers. Shows what 
you want ata glance, no more guessing 
or delayed customers. Not only tells 
the article but illustrates it. System- 
atizes and facilitates stock taking, 
gives a neater and smarter appear- 
ance to shops. It’s a money saver ! 
Printed on water-proof card in plain 
readable type. Prices low—prices 
direct or from F. W. Webb Mfg. Co., 
Elm St., Boston, Mass. 


MERCANTILE LABEL CO. 
NASHUA, N. H. 














Adjustable Radiator Foot Rest 











The Jennison Company, 


The time saved on each job 

pays forthem-can be used for 

bath tubs and other fixtures 
Fitchburg, Mass. 
Sold by Jobbers 



















